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STATEMENT OF QUALIFICATIONS 


We declare to the best of our professional knowledge and belief that this report was prepared in accordance 
with ASTM International (ASTM) Standards. We further declare that we meet the definition of Environmental 
Professional as defined in 312.10 of Title 40 of the Code of Federal Regulations (40 CFR) Part 312 and 
have the specific qualifications based on education, training, and experience to assess the nature, history, 
and setting of the Subject Property. We have developed and performed the “all appropriate inquiries” in 
conformance with the standards and practices set forth in 40 CFR Part 312. 


AinlLf0 Pair eye 
Hollyn Busby John T. Russell, AIPG CPG 


Environmental Technician Senior Environmental Project Manager 
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YOUR VISION ACHIEVED THROUGH OURS 


1.0 EXECUTIVE SUMMARY 


At the request of the City of Suffolk (hereafter the “Client”), and in accordance with 40 CFR Part 312, and 
ASTM Standard E 1527-13, Timmons Group completed a Phase | Environmental Site Assessment (ESA) 
of portions of three (3) parcels totaling approximately 25.9 acres located at 724 North Main Street in the 
City of Suffolk, Virginia (hereafter the “Subject Property’, “Subject Site” or “Site”). Based on our 
understanding, the Site is under evaluation for acquisition. 


This assessment was completed to evaluate the presence of Recognized Environmental Conditions (RECs) 
on the Subject Site or adjoining properties based on a review of reasonably available environmental 
resource information and/or site observations. RECs are defined by ASTM Standards as “the presence or 
likely presence of any hazardous substances or petroleum products in, on, or at a property due to release 
to the environment; under conditions indicative of a release to the environment or under conditions that 
pose a material threat of future release.” 


Likewise, this Phase | ESA evaluated the presence of Historical RECs (HRECs) and/or Controlled RECs 
(CRECs) as defined by ASTM standards. A HREC is defined as “an environmental condition which in the 
past would have been considered a REC, but which may or may not currently be considered a REC.” A 
CREC is defined as “a REC resulting from a past release of hazardous substances or petroleum products 
that has been addressed to the satisfaction of the applicable regulatory authority with hazardous 
substances or petroleum products allowed to remain in place subject to the implementation of required 
controls (e.g., property use restrictions, activity use limitations, institutional controls and/or engineering 
controls).” 


Site Description 


The Subject Property is located at 724 North Main Street in the City of Suffolk, Virginia, and is comprised 
of portions of three (8) parcels totaling approximately 25.9 acres. The Site was historically improved as a 
gas station which has been razed in previous years. 


Environmental Conditions on the Subject Property 


As a result of the Phase | ESA, RECs were not identified on the Subject Property as defined by ASTM 
Standard E 1527-13. 


Environmental Conditions on Adjoining Properties 


The Subject Property is bordered to the north by Wendy's, Tidewater Tire Center, and Autozone, with 
Suffolk Plaza Shopping Center beyond; to the east by Buzzard Island and the Nansemond River; to the 
south by the Nansemond River, with hotels and commercial businesses beyond; and to the west by retail 
properties, Express Lube, a Supreme Petroleum gas station, vacant lots, and the Nansemond River 
beyond. As a result of site reconnaissance and reviewed resource data, RECs were not identified for the 
adjoining properties. 


Data Gaps 

No data gaps were encountered during the completion of this report. 

Conclusions and Recommended Response Actions 

Timmons Group completed a Phase | ESA of portions of three (3) parcels totaling approximately 25.9 acres 
located at 724 North Main Street in the City of Suffolk. Based on the results, RECs were not identified for 


the Subject Property and adjoining properties as defined by ASTM Standard E 1527-13. Therefore, 
Timmons Group recommends no further action per ASTM Standards. 
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2.0 INTRODUCTION 


2.1 General Site Description 


The Subject Property is comprised of portions of three (3) parcels totaling approximately 25.9 acres located 
at 724 North Main Street in the City of Suffolk (Appendix 1). The details of the properties that encompass 
the Site, as specified by the City of Suffolk GIS and property records, are presented below with additional 
details provided in Appendix 2. 


Parcel ID Property Address Acreage Zoning 
252520150 N/A 0.28 acres Pei me 
252521000 724 North Main Street 0.21 acres ee. 4 
252939000 724 North Main Street 25.37 acres oiieioaiter r 


2.2 Current Use of the Subject Property 

The Site was historically improved as a gas station which has been razed. 

2.3 Description of Site Structures 

The former gas station was razed, with no remaining structures on the property. 
2.4 Site Utilities 

The Site is currently accessible to all major public utilities. 

2.5 Current Use of Adjoining Properties 


The following table identifies the usage of the adjoining properties. 


Adjoining Properties 


North: | Wendy’s, Tidewater Tire Center, Autozone, with Suffolk Plaza Shopping Center beyond 
East: | Buzzard Island and the Nansemond River 
South: | Nansemond River, with hotels and commercial businesses beyond 


. | Retail properties, Express Lube, a Supreme Petroleum gas station, vacant lots, and the 
West: , 
Nansemond River beyond 


2.6 Purpose and Scope of Services 


This Phase | ESA was conducted in accordance with 40 CFR Part 312 and ASTM Standard E 1527-13 and 
was performed to identify RECs based on a review of reasonably accessible environmental resource 
information in conjunction with site observations. RECs are defined by ASTM as “the presence or likely 
presence of any hazardous substances or petroleum products in, on, or at a property due to release to the 
environment; under conditions indicative of a release to the environment or under conditions that pose a 
material threat of future release.” The term includes hazardous substances or petroleum products even 
under conditions in compliance with laws. The term is not intended to include de minimis conditions that 
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“generally do not present a material risk of harm to public health or the environment and that generally 
would not be the subject of an enforcement action if brought to the attention of appropriate government 
agencies.” 


The purpose of this report is to provide the Client with a Phase | ESA of approximately 25.9 acres located 
at 724 North Main Street in the City of Suffolk, Virginia. The scope of work for preparing this assessment 
included: 


Reviewing reasonably available federal and state environmental regulatory records, 

Site reconnaissance, 

Interviews, 

Reviewing and evaluating reasonably available historical maps and data regarding the 
Subject Property and immediate vicinity, and 

e Preparing a Phase | Environmental Site Assessment Report. 


2.7 Limitations and Exceptions of the Assessment 


This report was prepared solely for the use of the Client in accordance with the agreed upon scope of 
services. The conclusions provided in this report are based only on the information contained in this 
document. Additional information with respect to this site or nearby sites, which was not available at the 
time this assessment was prepared, could modify the conclusions stated herein. This report has been 
prepared in accordance with ASTM Standard E 1527-13; no other warranty, expressed or implied, is made 
as to the professional advice provided under the terms of the agreement between the Client and Timmons 
Group, as discussed below. 


Timmons Group was retained to complete a Phase | ESA to evaluate the presence of RECs and/or areas 
of potential environmental concern either onsite or on the adjoining properties that could affect the 
environmental integrity of the Subject Property. In addition, this Phase | ESA is only valid up to 180 days 
prior to the date of acquisition. No estimates, plans or specifications, soil and/or groundwater testing, 
asbestos inspection, lead-based paint inspection, geotechnical or remedial recommendations or activities 
other than described herein were included under the scope of services. 


2.8 Special Terms and Conditions 
No special terms or conditions applied to the completion of this Phase | ESA. 
2.9 Methodology Used 


This Phase | ESA was performed in conformance with the scope and limitations of ASTM Standard E 
1527-13. Timmons Group reviewed reasonably available federal and state environmental regulatory 
records, historical maps and data regarding the Subject Property and immediate vicinity. The User (i.e., the 
party for whom the Phase | ESA was prepared), current landowner and government officials were 
contacted, as necessary, to obtain additional information pertaining to the Subject Property. Timmons 
Group conducted site reconnaissance on April 3, 2018, to determine if any RECs and/or areas of potential 
environmental concern were present on the Subject Property. 


2.10 User Reliance 


This Phase | ESA (the “Report”) was prepared for the exclusive use of the Client along with designated 
successors and/or assigns, and reliance is accordingly extended to designated third parties. All limitations 
and conditions associated with the Report therefore remain in effect and transfer along with this 
authorization of reliance. Reliance is subject to the scope of work and the terms and conditions under which 
the Report was prepared for the Client. 
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3.0 USER PROVIDED INFORMATION 


In order to qualify for Landowner Liability Protections (LLPs) under CERCLA, the User (i.e., the prospective 
property owner) or the User’s chosen representative must complete the ASTM Standard E 1527-13 User 
Questionnaire. Failure to provide this information could result in the determination that “all appropriate 
inquiry” is not complete and, therefore, the forfeiture of CERCLA protection. Since the Property Owner is 
also the User in this case, the ASTM Standard E 1527-13 User Questionnaire was substituted with the 
ASTM Standard E 1527-13 Property Owner questionnaire and completed by Helen A. Gabriel, Assistant 
Director for Suffolk Parks and Recreation. The questionnaire did not contribute any information that 
compromises the environmental integrity of the Subject Property (Appendix 3). Photographs were provided 
by the Suffolk City GIS depicting a Honda parts dealership on the Subject Property in 1992. Aerial images 
were also provided depicting removal of the Subject Property parcel structures in 2006 and/or 2016. 
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YOUR VISION HROUGH OURS 


4.0 RECORDS REVIEW 


4.1 Physical Setting 


4.1.1 Regional Geology 


The project site is located in the western region of the Coastal Plain Physiographic Province which is defined 
as a gently rolling to flat region extending from New York to Mississippi that is underlain by a wedge of 
unconsolidated to semi-consolidated, predominantly clastic sedimentary rocks. The rock formations consist 
mostly of sand, silt, and clay, but also contain lesser amounts of gravel and limestone. Coastal Plain 
formations thicken seaward from a feather edge at their updip limit, where they overlie older metamorphic, 
igneous, and consolidated sedimentary rocks of the Piedmont and other physiographic provinces, to 
thicknesses anywhere between 3,000 and 6,400 meters at the coastline (Meisler, H. M. et al, 1988). 


With reference to the above, the 1993 Geologic Map of Virginia identifies the Subject Property as being 
underlain by Alluvium and the Shirley Formation, which are described as follows: 


Alluvium (map label al) — Fine to coarse gravelly sand and sandy gravel, silt, and clay, light- 
to medium-gray and yellowish-gray. Deposited mainly in channel, point-bar, and flood-plain 
environments; includes sandy deposits of narrow estuarine beaches, and mud, muddy sand, 
and peat in swamps and in fresh- and brackish-water marshes bordering tidewater rivers. 
Grades into colluvium along steeper valley walls at margins of unit. As much as 80 feet thick 
along major streams. 


Shirley Formation (map label Qsh) — Light- to dark-gray, bluish-gray and brown sand, gravel, 
silt, clay, and peat. Constitutes surficial deposits of riverine terraces and relict baymouth 
barriers and bay-floor plains (altitude 35-45 feet) inset below depositional surfaces of the 
Chuckatuck Formation (Johnson and Peebles, 1984). Upper part of unit is truncated on the 
east by the Suffolk and Harpersville scarps; locally, lower part occurs east and west of scarps. 
Fluvial-estuarine facies comprises (1) a lower pebble to boulder sand overlain by (2) fine to 
coarse sand interbedded with peat and clayey silt rich in organic material, including in-situ tree 
stumps and leaves and seeds of cypress, oak, and hickory, which grades upward to (3) 
medium- to thick-bedded, clayey and sandy silt and silty clay. Marginal-matrix facies in lower 
James River and lowermost Rappahannock River areas is silty, fine-grained sand and sandy 
silt. (Mixon and others, 1982). Thickness is 0 to 80 feet. 


4.1.2 Regional Hydrogeology 


The 2016 U.S. Geological Survey (USGS) Suffolk, Virginia 7.5 Minute Topographic Quadrangle Map was 
reviewed to extrapolate groundwater characteristics in the area of the Subject Property. Based on 
topographic expressions, the majority of the Subject Property is depicted as a wetland with water levels 
near to the soil surface. Groundwater in the area is generally expected to flow east and south towards the 
Nansemond River (Appendix 1). With regards to the wetlands, it is important to note that natural and 
anthropogenically-influenced ecological functions may be different in a low energy system when compared 
to non-wetland areas. 


4.1.3 Topography 


According to the 2016 USGS Suffolk, Virginia 7.5 Minute Topographic Quadrangle Map and visual 
observations, the topography of the Subject Property is mainly flat with an approximate elevation of 2 feet 
above mean sea level (Appendix 1). 
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4.1.4 Soils 


A copy of the U.S. Department of Agriculture Natural Resources Conservation Service Web Soil Survey 
map and associated data for the Subject Property in the City of Suffolk is included in Appendix 1. The 
underlying soils units are classified as approximately 66 percent (%) Bohicket silty clay loam, 33% 
Udorthents, loamy, and 1% water. All soils are considered not prime farmland. 


4.1.5 Floodplain 


The Federal Emergency Management Agency Flood Insurance Rate Map (FIRM) panel #5101560227E for 
the City of Suffolk, Virginia, was reviewed to determine if the Subject Property is located within a floodplain. 
According to the FIRM panels, the Subject Property is located in Zone AE-01 which is inside the special 
flood areas as a regulatory floodway (Appendix 1). 


4.1.6 Wetlands 


The National Wetland Inventory Map for the Subject Property depicts Estuarine and Marine Wetland, 
Freshwater Forested/Shrub Wetlands, the absence of wetlands, and Estuarine and Marine Deepwater on 
the Subject Property. Wetland areas all drain into the Nansemond River which is adjoining (Appendix 1). 


4.2 Regulatory Database Review 


Timmons Group retained Environmental Risk Information Services (ERIS) to complete a computer 
regulatory database search to identify contemporary and/or past uses of the Subject Property and 
surrounding properties that currently presents a material threat of a release, or may have contributed to a 
release, of oil and/or hazardous materials, with the potential to impact the Subject Property or that may 
have already impacted the Site (Appendix 4). Timmons Group reviewed the required databases, at the 
ASTM-specified search radii as detailed by the following table, and additional databases provided by ERIS. 


Federal Databases Search Radius Gace 
NPL (National Priority List) 1 mile 02/06/2018 
SEMS (Superfund Enterprise Management System) 0.5 mile 12/11/2017 
SEMS-ARCHIVE (Superfund Enterprise Management System 0.5 mile 42/11/2017 
Archive) 
CORRACTS (Corrective Action Report) 1 mile 01/24/2018 
se eer 05 mle oves0%8 
RCRA-LQG/SQG (Large/Small Quantity Generators) 0.25 mile 01/24/2018 
RCRA-CESQG (Certified Exempt Small Quantity Generators) 0.25 mile 01/24/2018 
Federal Engineering Controls 0.5 mile 01/20/2016 
Federal Institutional Controls 0.5 mile 01/20/2016 
ERNS (Emergency Response Notification System) Subject Property Only 02/08/2017 
State Databases Search Radius Beers 
SWF/LF (Solid Waste Management Facilities/Landfill Facilities) 0.5 mile 10/03/2017 
LST (Leaking Petroleum Storage Tanks) 0.5 mile 02/06/2018 
Delisted LST (Delisted Leaking Petroleum Storage Tanks) 0.5 mile 02/06/2018 
UST (Registered Underground Storage Tanks) 0.25 mile 02/06/2018 
AST (Registered Aboveground Storage Tanks) 0.25 mile 02/06/2018 
VRP (Voluntary Remediation Program Sites) 0.5 mile 01/23/2018 
(Continued) 
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F Government 

Supplementary Databases Search Radius Publication 
HMIRS (Hazardous Materials Information Reporting System) 0.25 mile 09/11/2017 
SPILLS 0.125 mile 01/02/2018 


4.2.1 Federal Database Review 


According to the ERIS Database Report, the Subject Property is not listed on the reviewed federal 
databases (Appendix 4). Two (2) SEMS-ARCHIVE, one (1) RCRA-SQG, and one (1) RCRA-CESQG site(s) 
were identified in the vicinity of the Site. Of note, listings that are located at a lower topographic elevation 
to the Site are not considered to represent a potential risk and therefore are not characterized as potential 


RECs. 
F Regulatory F ' 
Site Name/Address Database Distance Details 

Rite Aid #3741 : EPA ID: VAR000526426 has had no 
515 North Main Street pone eee. |e da mile previous violations as of 01/24/2018 
Goodyear Auto Service Ctr : EPA ID: VAD981743560 has had no 
1101 North Main Street Ri ieicsics eee mle previous violations as of 01/24/2018 

EPA ID: VAD980693030; NFRAP-Site 
Suffolk Town Gas SEMS 0.45 mile | does not qualify for the NPL based on 
Hill Street ARCHIVE res f 

existing information 

; EPA ID: VAD981937931; NFRAP-Site 

CSX Transportation SEMS : : , 
Hill Street ARCHIVE 0.45 mile | does not qualify for the NPL based on 


existing information 


Notes: EPA = Environmental Protection Agency 


NFRAP = No Further Remedial Action Planned 


NPL = National Priority List (Superfund) 


Based on regulatory and/or operational status of the identified listings, the properties do not represent RECs 


to the Subject Property. 


4.2.2 State Database Review 


According to the ERIS Database Report, the Subject Property is not listed on the reviewed state databases 
(Appendix 4). However, a database error was noted as the Subject Property address at 724 North Main 
Street is listed on the LST database as Suffolk Oil Company. Additionally, thirteen (13) LST, eight (8) UST, 
and one (1) VRP site(s) were identified in the vicinity of the Site. The listings, which are described in the 
table below, are located at an equal or higher elevation and within each corresponding search radii. Of 
note, listings that are located at a lower topographic elevation to the Site are not considered to represent a 
potential risk and therefore are not characterized as potential RECs. 


Regulatory 


Site Name/Address Datahase Distance Details 
Suffolk Oil Company Subject 
724 North Main Street LST Property PC #: 20015090 has been closed 
Texaco — Kimberly LST 0.01 mile PC #: 20045008 and 20115119 has been 
715 North Main Street Delisted LST ; closed 
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: Regulatory P : 
Site Name/Address Datahase Distance Details 
(1) 550-gal unknown contents UST (CIG) 
(1) 1,000-gal unknown contents UST 
(CIG) 
(1) 3,000-gal diesel UST (CIU) 
; (1) 3,000-gal diesel UST (RFG) 
ee oe Ba — UST 0.01 mile | (2) 3,000-gal gasoline UST (RFG) 
ee ave ne (1) 3,000-gal gasoline UST (CIU) 
(6) 5,000-gal gasoline UST (RFG) 
(1) 9,000-gal gasoline UST (CIU) 
(1) 9,000-gal kerosene UST (CIU) 
(1) 12,000-gal gasoline UST (CIU) 
(LST) 
PC #19910195 has been closed 
Supreme Petroleum LST ; 
: 0.01 mile 
725 North Main Street UST (UST) 
(2) 2,000-gal gasoline UST (CIG) 
(2) 3,000-gal gasoline UST (RFG) 
Partners Restaurant . ; 
729 North Main Street LST 0.04 mile | PC #: 20065080 has been closed 
(LST) 
PC #19972255 has been closed 
William T Yost LST 
805 North Main Street UST O06 mile | wen 
(1) 3,000-gal unknown contents UST 
(CIG) 
(LST) 
LST PC #: 19972292 has been closed 
Hess Station #46304 : ; 
804 North Main Street le fee ee ey 
(4) 4,000-gal unknown contents UST 
(CIG) 
Harveys Service Center LST ; ; 
807 North Main Street Delisted LST 0.08 mile | PC #: 20065141 has been closed 
: (1) 550-gal used oil UST (POU) 
pula Rae as UST 0.08 mile | (5) 4,000-gal gasoline UST (POU) 
bie ae ie (5) 4,000-gal gasoline UST (TOU) 
Constancy: eal LST 0.15 mile | PC #: 20005226 has been closed 
Constance Road East 
: (1) 500-gal gasoline UST (POU) 
Sutiglk Snore Dept UST 0.20 mile | (2) unknown capacity and contents UST 
121 East Constance Road (CIG) 
Nansemond Pointe ‘ (1) 2,000-gal diesel UST (CIU) 
200 West Constance Road nee 0.20 mile | (4) 2'900-gal diesel UST (RFG) 
Goodyear ASC #6065 _ 
1101 North Main Street UST 0.24 mile | (1) 550-gal used oil UST (RFG) 
Pruden Packing Property : ; 
4201 North Main Street LST 0.27 mile | PC #: 20055101 has been closed 
paldee ee once LST 0.31 mile | PC #: 20155109 has been closed 
708 Dumville Avenue 
pe eae) ae eeiee LST 0.36 mile | PC #: 20055168 has been closed 
410 Eley Street 
KLS Development Prop . : 
1217 North Main Street LST 0.37 mile | PC #: 20125164 has been closed 


(Continued) 
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Regulatory 


106 East Pinner Street 


Site Name/Address Database Distance Details 

Julia Young Erin ; 

321 Western Avenue LST 0.41 mile | PC #: 20175080 has been closed 

Gr ee ence — Hummcalie LST 0.44 mile | PC #: 20005115 has been closed 

405 Western Avenue 

Suffolk Gas Corporation VRP #: VRP00126; NFRAP-Site does not 

Hill Street Bi VRP 0.45 mile | qualify for the NPL based on existing 
information 

pep Sail ood sills Delisted LST | 0.46 mile | PC #: 20005036 has been closed 


Notes: PC = Pollution Complaint; regulation number used by the Virginia Department of 


Environmental Quality 

gal = gallon 

CIG = closed in ground 

CIU = currently in use 

RFG = removed from ground 
POU = permanently out of use 
TOU = temporarily out of use 


Based on the regulatory and/or operational status of the listings paired with distance from the Subject 
Property, the adjoining properties do not represent RECs. The PC identified on the Subject Property at the 
Suffolk Oil Company was closed in 2001, and based on regulatory status does not represent a REC. 


4.2.3 Supplementary Database Review 


According to the ERIS Database Report, the Subject Property is not listed but numerous adjoining 
properties are listed on several of the reviewed supplementary environmental databases (Appendix 4). 


Site Name/Address 


Regulatory 
Database 


Distance 


Details 


SWE — Fuel Sheen 
700 North Main Street 


SPILLS 


18.2 feet 


A petroleum surface spill was reported 
10/03/2015 where flooding at a gas station 
caused a sheen (200 yards long and 50 
yards wide) in the Nansemond River from 
high tide. No remedial actions were taken, 
and the incident was closed 10/07/2015. 


Oil & Grease Products 
Tropical Storm Hermine 
715 North Main Street 


SPILLS 


0.01 mile 


A petroleum surface spill was reported 
09/03/2016 where grease products were 
released from building and impacted 
parking lot, adjacent roadway, and likely 
the Nansemond River. The fire department 
was in contact with the owner to have the 
pit and other areas cleaned up, and the 
incident was closed 09/07/2016. 


Highway 10 & 58 Bypass 


HMIRS 


0.12 mile 


Report #: E-2009100333 road spill of 
approximately five (5) gallons of sodium 
hypochlorite solution from unsecure dome 
lid on transport tanker; fire department 
flushed road with 500 gallons of water. 


Based on the regulatory and/or operational status of the listings paired with distance from the Subject 
Property, the identified listings do not represent RECs. 
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4.2.4 Unplottables Summary 


The ERIS Database Report identified twenty-four (24) unplottable sites within the vicinity of the Subject 
Property (Appendix 4). Unplottable sites are facilities with inadequate address information to map correctly. 
The listings included on the unplottables summary were examined to identify their location relative to the 
Subject Property. Based on distance and regulatory status, the unplottable sites do not represent RECs to 
the Subject Property. 


4.3 Historical Use Information 


4.3.1 Aerial Photographs 


Historical aerial photographs from 1950, 1953, 1961, 1968, 1972, 1978, 1982, 1989, 1994, 2005, 2006, 
2009, 2011, 2012, and 2016 were obtained from ERIS (Appendix 5). Descriptions of the Subject Site and 


surrounding properties are presented in the following table. 


Year Subject Property Adjoining Properties 
: : ‘ The vicinity consists of commercial 
The Site consists mainly of Hndeverped development along North Main Street, 
woodlands, marine and freshwater wetlands; ‘ ; 
1950 hoWeNbE ihe iOnoaniaeh fasclition ie woar agricultural land, and some residences to the 
anes Buiios Alas i A P north and south of the Subject Property 
P ; beyond the river. 
sigs : Same as 1953, with tidal wetlands visible 
1050 | cores ouangs ate ected one wesiem | bordering the er, wih the exception ofthe 
! dsheae dy western side of North Main Street along the 
the southern border for river access. river 
Similar to 1953, with more development 
occurring in the uplands north of the Subject 
The oholoarapk: tesolution 6: poor and Property and beyond the river south of the 
1961 _ sa pba ar Learner : Subject Property. Present-day West 
P , Constance Road is fully developed, with a 
sewage disposal treatment facility bordering 
the road. 
; oe Similar to 1961, with a large shopping center 
1968 ries een eg on development in progress on the upland north 
; of the Subject Property. 
Same as 1968, with the expansion of the 
ire eailieias Wee shopping center in the north. 
1978 The photograph resolution is poor and The photograph resolution is poor and 
specifics are indiscernible. specifics are indiscernible. 
Same as 1978, with increased development 
1982 Same as 1978 io tha wiorth: 
Same as 1982, except the sewage disposal 
yee eames ice facility has been razed. 
The buildings to the southwestern portion of ee ’ 
1994 | the Site have been razed, with only two iseotan ee ae 
buildings left on the Subject Property. P ; 
Same as 1994, with the development of a park 
2005 Same as 1994 and hotel where the sewage disposal facility 
had existed. 
2006 | Buildings are no longer depicted on-site. Same as 2005 
2009 Same as 2006 Same as 2006 
(Continued) 
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Year Subject Property Adjoining Properties 
2011 Same as 2009 Same as 2009 
2012 Same as 2011 Same as 2011 
2016 Same as 2012 Same as 2012 


4.3.2 City Directories 


ERIS conducted a City Directory Search for the area surrounding the Subject Property for varying years 
from 1935 to 2016 (Appendix 6). The search results identified the Subject Property address as Simons Auto 
Body Repairs in 1975, Honda of Suffolk from 1980 to 1985, and as Suffolk Oil Company from 1991 until 
2000. Since 2000, the Subject Property address was not identified in the City Directory Search. The 
surrounding properties were mainly identified as commercial, automotive repair shops, oil companies, and 
gasoline stations, intermixed with residential properties. 


4.3.3 Historical Topographic Maps 


Historical topographic maps of the Suffolk Quadrangle dated 1919, 1954, 1954, 1968, 1977, 1997, and 
2013 were obtained through ERIS (Appendix 7). Descriptions of the Subject Site and surrounding properties 
as depicted by the topographic maps are presented in the following table. 


Year Subject Property Adjoining Properties 
Forested and cleared area in the vicinity with 
: ; some residences north of the Nansemond 
1919 emma ieaad a Spier enor River along North Main Street; south is highly 
; urbanized along the railways and North Main 
Street. 
: ; : ; Similar to 1919, with more commercial and 
peach Spite Loire te residential development to the north and west 
wee portion of the Site. The Site is also on a portion Bee ied ere, Nel ae: ane 
, immediate south side of the Nansemond 
of Buzzard Island. River 
1954 Similar to 1954, with three buildings depicted | Same as 1954 with more development to the 
on the western portion of the Site. north of the Subject Property. 
The shopping center to the north of the 
1968 Similar to 1954, with four more buildings | Subject Property has been developed. No 
depicted on the western portion of the Site. buildings are depicted in the urbanized area of 
the map in the south. 
Present-day West Constance Road is fully 
developed, with a sewage disposal treatment 
1977 | Only four buildings are depicted on-site. facility bordering the road. Residential and 
commercial buildings are no longer depicted 
south of the river. 
Same as 1977 with residential development to 
1997 Same as 1977 theencrth: 
2013 While not depicted, commercial property is While not depicted, commercial development 
present on the Site. is present in all directions. 


4.3.4 Fire Insurance Maps 


Fire Insurance Maps were available for the Subject Property and the surrounding properties for the years 
1888, 1889, 1894, 1898, 1903, 1908, 1914, 1921, 1926, 1949, and 1972 (Appendix 8). In 1888 the Subject 
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Property is depicted as a family company titled Jones & Bros. located along the Main Street. South of the 
Nansemond River, the town is developed with commercial and municipal buildings, such as the Court and 
City Jail. In 1894, the Subject Property is depicted as N. R. Withers Company, and then The Shoop Withers 
in 1898. A lumber yard is depicted beyond the Site to the east. From 1903 to 1914, the Subject Property 
appears to be titled the Columbian Peanut Company and is located on the eastern side of North Main 
Street, with Shoop-Withers Lime Works towards the northeast. From 1926 until 1972, the Subject Property 
is owned by Pure Oil Company and in 1972 there are five storage tanks of petroleum on the Subject 
Property. 


4.3.5 Previous Reports 


Timmons Group was not provided with any previous environmental reports for the Subject Property. 
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5.0 SITE RECONNAISSANCE 


Timmons Group completed site reconnaissance on April 3, 2018, which included walking the site perimeter 
and transects across the Subject Property to visually observe existing conditions and identify RECs and/or 
areas of potential environmental concern. Photographs documenting the site reconnaissance are included 
as Appendix 9. 

5.1 Hazardous Substances and/or Petroleum Products 

A gas station previously operated on the Subject Property. During site reconnaissance, it was discovered 
that all of the underground storage tanks (USTs) have been removed through the concurrent completion of 
a ground penetrating radar survey. Additionally, per the regulatory database review, the single release 
recorded from the gas station was closed in 2001. Accordingly, the former gas station does not represent 
a REC. 

5.2 Storage Tanks 

As discussed above, the former presence of a gas station on the Site does not represent a REC. 

5.3 Vapor Migration 


Despite the former presence of USTs on-site, the status of the single recorded release and tank 
excavation/removal limits the potential for the presence of subsurface vapors migrating beneath the Site. 


5.4 Poly-Chlorinated Biphenyls (PCBs) 

Several electrical transformers are located on the Site. Per consultation with Dominion Power, all 
transformers maintained by Dominion have been retrofitted with non-PCB dielectric fluid. Given the 
construction details in tandem with the area of potential effect resulting from prospective failure, the 
transformers do not represent RECs. 

5.5 Heating and Cooling 

There is no heating and/or cooling equipment located on the Subject Property. 

5.6 Stained Soil/Pavement and/or Stressed Vegetation 

Stained soil/oavement and/or stressed vegetation were not observed on the Subject Property. 

5.7 Pits, Ponds and/or Lagoons/Pools of Liquids 

No pits, ponds, and/or lagoons/pools of liquids are present on the Site. 

5.8 Odors 

Strong, pungent, or noxious odors were not detected on the Subject Property. 

5.9 Drains and/or Sumps 

Several storm drains are present on the Site that empty into the Suffolk City storm sewer system and, as 


such, do not represent RECs. Similarly, the former buildings are suspected to have maintained floor drains 
that emptied into the Suffolk City sanitary sewer system which does not represent a REC. 
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5.10 Railroad Tracks 

Railroad tracks do not cross the Subject Property. 

5.11 Wells 

No water supply or groundwater monitoring wells were observed on the Subject Property. 
5.12 Discarded Solid Waste Material 


Moderate volumes of discarded solid waste and construction materials are present on the Subject Property 
and is considered in de minimis condition, and therefore does represent a REC. 


5.13 Adjoining Properties 


As a result of site reconnaissance and information gained from the ERIS Database Report, the following 
observations were made for the adjoining properties: 


e Hazardous Substances and/or Petroleum Products 
Hazardous substances and/or petroleum products were not observed on the adjoining properties. 


e Storage Tanks 
Storage tanks are suspected to be present on several of the adjoining properties but based on 


regulatory status and groundwater flow direction, the adjoining properties do not represent RECs. 


e Vapor Migration 
Sources of vapor migration were not observed nor suspected to be originating from the adjoining 


properties. 


e Poly-Chlorinated Biphenyls (PCBs) 


Several pole-mounted electrical transformers are located along the roadways and properties in the 
vicinity of the Subject Property. However, based on distance and operational status, the presence of 
electrical transformers does not present a potential environmental risk to the Subject Property and 
therefore does not represent a REC. 


e Heating and Cooling 
The immediately adjoining properties utilize roof-mounted heating/ventilation/air conditioning systems 
of which the heating units utilize either electric or natural gas fired burners. Neither represents a REC 
to the Subject Property. 


e Stained Soil/Pavement and/or Stressed Vegetation 
Petroleum-like staining is present on the paved surfaces of the adjoining roadways and parking areas; 


however, such staining is considered typical and does not represent a REC. 


e Pits, Ponds and/or Lagoons/Pools of Liquid 
Pits, ponds and/or lagoons/pools of liquid were not observed on the adjoining properties. 


e Odors 
No odors were found to be emanating from the adjoining properties. 


e Drains and/or Sumps 
Storm drains are present on several of the adjoining properties. The drains flow into the Suffolk City 


storm sewer system and do not represent RECs. 
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e Railroad Tracks 
Railroad tracks do not cross the adjoining properties. 


e Wells 
No water supply or groundwater monitoring wells were observed on the adjoining properties. 


e Discarded Solid Waste Materials 
No discarded solid waste material is present on the adjoining properties. 
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6.0 EVALUATION 


6.1 Findings 


Timmons Group has completed a Phase | ESA of three (3) parcels totaling approximately 25.9 acres located 
at 724 North Main Street in the City of Suffolk, Virginia. Based on our understanding, the Site is under 
evaluation for acquisition. Any exceptions to, or deletions from, this practice are described in Section 2.6 
and 2.7 of this report. 


Environmental Conditions on the Subject Property 


As a result of the Phase | ESA, RECs were not identified on the Subject Property as defined by ASTM 
Standard E 1527-13. 


Environmental Conditions on Adjoining Properties 


The Subject Property is bordered to the north by Wendy’s, Tidewater Tire Center, Autozone, and Suffolk 
Plaza Shopping Center; to the east by Buzzard Island and the Nansemond River; to the south by the 
Nansemond River, with hotels and commercial businesses beyond; and to the west by retail properties, 
Express Lube, a Supreme Petroleum gas station, vacant lots, and the Nansemond River beyond. As a 
result of site reconnaissance and reviewed resource data, RECs were not identified for the adjoining 
properties. 


6.2 Data Gaps 

No data gaps were encountered upon completion of this report. 

6.3 Opinions for Additional Investigation 

Following a review of reasonably accessible state and federal environmental regulatory records and 
standard historical resources, in conjunction with site reconnaissance, Timmons Group recommends no 
further assessment to satisfy due diligence requirements as prescribed by ASTM standards. 

6.4 Conclusions and Recommendations 

Timmons Group completed a Phase | ESA of three (3) parcels totaling approximately 25.9 acres located at 
724 North Main Street in the City of Suffolk, Virginia. Based on the results, RECs were not identified for the 


Subject Property and adjoining properties as defined by ASTM Standard E 1527-13. Therefore, Timmons 
Group recommends no further action per ASTM Standards. 
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Map Unit Legend 


Map Unit Symbol Map Unit Name Acres in AOI Percent of AOI 
3 Bohicket silty clay loam 17.1 65.9% 
26 Udorthents, loamy 8.7 33.4% 
Ww Water 0.2 0.7% 
Totals for Area of Interest 25.9 100.0% 
USDA Natural Resources Web Soil Survey 3/20/2018 


== Conservation Service National Cooperative Soil Survey Page 3 of 3 


National Flood Hazard Layer FlRMette < Legend 


36°44'39. SEE FIS REPORT FOR DETAILED LEGEND AND INDEX MAP FOR FIRM PANEL LAYOUT 


\ Without Base Flood Elevation (BFE) 
Zone A, V, A99 


SPECIAL FLOOD With BFE or Depth 
HAZARD AREAS ¥ Regulatory Floodway Zone AE, AO, AH, VE, AR 


0.2% Annual Chance Flood Hazard, Areas 
of 1% annual chance flood with average 

depth less than one foot or with drainage 
areas of less than one square mile Zone X 


Future Conditions 1% Annual 
Chance Flood Hazard Zone x 
9 Area with Reduced Flood Risk due to 


OTHER AREAS OF | Levee. See Notes. Zone x 
FLOOD HAZARD |! .~ | Area with Flood Risk due to Levee Zone D 


Area of Minimal Flood Hazard Zone x 
Effective LOMRs 


OTHER AREAS Area of Undetermined Flood Hazard Zone D 


GENERAL | = —- Channel, Culvert, or Storm Sewer 
STRUCTURES | tmimiitt’ Levee, Dike, or Floodwall 


Cross Sections with 1% Annual Chance 
Water Surface Elevation 
Coastal Transect 
Base Flood Elevation Line (BFE) 
Limit of Study 
=== Jurisdiction Boundary 


--—-- — Coastal Transect Baseline 
OTHER Profile Baseline 
FEATURES Hydrographic Feature 


Digital Data Available 
No Digital Data Available 
MAP PANELS Unmapped 


This map complies with FEMA's standards for the use of 
digital flood maps if it is not void as described below. 
The base map shown complies with FEMA's base map 
accuracy standards 


The flood hazard information is derived directly from the 
authoritative NFHL web services provided by FEMA. This map 
was exported on 3/20/2018 at 2:21:17 PM and does not 
reflect changes or amendments subsequent to this date and 
time. The NFHL and effective information may change or 
become superseded by new data over time. 


i This map image is void if the one or more of the following map 
@E INIMA ELE@ @ B) FHA ap RB) ; elements do not appear: base map imagery, flood zone labels, 
Bee 3 i legend, scale bar, map creation date, community identifiers, 


FIRM panel number, and FIRM effective date. Map images for 
unmapped and unmodernized areas cannot be used for 


j 

% ft } \ 1: 

Pac Eel, UelalCiche, CeoBye, Zrtlister Geographics, CNES/AtiUS aaa tahiti 
Ds, USDA, USES, Acre GRID, IGN, endthhe Els User Community \ 


Feet 1:6,000 
2,000 


PSR 


PHYSICAL SETTING REPORT 


Order Number: 20180313188p 
Date Completed: March 13, 2018 
Project Number: 36807.007 
Project Property: Constant's North 
n/a Suffolk VA 
Coordinates: 
Latitude: 36.741818 
Longitude: -76.579113 
UTM Northing: 4067394.39186 Meters 
UTM Easting: 35901 7.981376 Meters 
UTM Zone: UTM Zone 18S 
Elevation: 2.42 ft 
Slope Direction: WNW 
TOPOG RADI iC MPOMMMANION ss. 25 ecc:cecenceccecdacceet oi cacts diise os cene ned ceienavenhcceieatdersaseccaeiecateetiui sei tacveld cide cdeseceersatachendedlaeitanes 2 
PAYUMO i bc ei oae cea ctacaieeisec elec vel ieneeanscec dnt elakagtauvcueldacereiGbaaaiaetaceidudemaeestdiceticteGedsatea.cdatadeeiteexde 12 
ASSOC OA siete chen herds e ase neste rg nero recneded ce uddadd aa aicoatha,nunwnsadecn tects te me edvaaeConanaeresciee Suseeeldnterew nets 15 
POON: TOMI AON Ves arent cabo ca acento eter tat ety tag nel dnesa sh eee Gte cts Secs a tia ted demas eve lee i ncdou sehen ate beuenedeelOsteiedtletees 17 
Wells anid AGOIMONGl SO UNG SG cis a cee as tettactceocducaraivedacncgensdedssatnime cues sescaiotabanosepsndusedenbssiancnes aaseasocdnaseceeaasbetbademonecee 24 
SNM ace cee cee eee eee a ecient eet racecar eetiee teh eeecita tata ate eet cee eee eee stem teios 29 
PE eal NU saan Pecan esc ence g ance ate es na cieenetcae acta te deci eee, ec senescence neces: 31 
Peed Ot UPTT OMIM RO occ ease src ah ew ae Siecpiceinee asain s 5 Sees ae eta neces odin  ele 77 
pA 0] 81-11] 0 |) Genera ere Renee ee a ee ee eee ee ee ee a ee re ee er eS 
eve NL INTC ssc etc ca ce tie cs ec Sees coed Sekeei cette Sec hacane ardgedd sei ceed pedeeg Sec cheeeceedtrdeaacahcectes 508s Sac Secacdecdectanatadeetts 80 


The ERIS Physical Setting Report - PSR provides comprehensive information about the physical setting around a site and includes a 
complete overview of topography and surface topology, in addition to hydrologic, geologic and soil characteristics. The location and 
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The compilation of both physical characteristics of a site and additional attribute data is useful in assessing the impact of migration of 
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| Topographic Information 


The previous topographic map(s) are created by seamlessly merging and cutting current USGS topographic data. Below are shaded 
relief map(s), derived from USGS elevation data to show surrounding topography in further detail. 


Topographic information at project property: 
Elevation: 2.42 ft 
Slope Direction: WNW 
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The Wetland Type map shows wetland existence overlaid on an aerial imagery. The Flood Hazard Zones map shows FEMA flood 
hazard zones overlaid on an aerial imagery. Relevant FIRM panels and detailed zone information is provided below. 


Available FIRM Panels in area: 51015601 14E(effective:2015-08-03) 5101560227E(effective:20 15-08-03) 
51093C0300E (effective:201 5-12-02) 


Flood Zone A-01 
Zone: A 
Zone subtye: 


Flood Zone AE-01 
Zone: AE 
Zone subtye: 


Flood Zone X-01 
Zone: Xx 
Zone subtye: 0.2 PCT ANNUAL CHANCE FLOOD HAZARD 


Flood Zone X-12 
Zone: Xx 
Zone subtye: AREA OF MINIMAL FLOOD HAZARD 
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Geologic Units 
This maps shows geologic units in the area. Please refer EE R go = 


to the report for detailed descriptions. EAWINONMENTAL Tok INFORMATION sEnVICcS 


The previous page shows USGS geology information. Detailed information about each unit is provided below. 


Geologic Unit al 
Unit Name: 

Unit Age: 

Primary Rock Type: 


Secondary Rock Type: 


Unit Description: 


Alluvium 
Quaternary 
alluvium 
clay or mud 


Alluvium - Poorly sorted organic material, clay, sand, and rounded pebbles 
and cobbles 


Geologic Unit Qc 
Unit Name: 

Unit Age: 

Primary Rock Type: 


Secondary Rock Type: 


Unit Description: 


Chuckatuck Formation 
Quaternary 

gravel 

sand 


Chuckatuck Formation - Interbedded gravel, sand, silt, clay, and minor peat; at 
altitudes to 50-60 ft. (top of unit). 


Geologic Unit Qsh 
Unit Name: 

Unit Age: 

Primary Rock Type: 


Secondary Rock Type: 


Unit Description: 


Shirley Formation 
Quaternary 
gravel 

sand 


Shirley Formation - Interbedded gravel, sand, silt, clay, and peat; at altitudes 
to 35-45 ft. (top of unit). 


Geologic Unit Qts 
Unit Name: 

Unit Age: 

Primary Rock Type: 


Secondary Rock Type: 


Unit Description: 


Tabb Formation; Sedgefield Member 
Quaternary 
sand 


Tabb Formation; Sedgefield Member - Pebbly to bouldery, clayey sand and 
shelly sand, at altitudes to 30 ft. (top of unit). 
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The previous page shows a soil map using SSURGO data from USDA Natural Resources Conservation Service. Detailed information 


about each unit is provided below. 


Map Unit 11 

Map Unit Name: 

Bedrock Depth - Min: 
Watertable Depth - Annual Min: 
Drainage Class - Dominant: 
Hydrologic Group - Dominant: 


Major components are printed below 
Kenansville(85%) 
horizon H1(O0cm to 58cm) 
horizon H2(58cm to 122cm) 
horizon H3(122cm to 183cm) 


Map Unit 12 

Map Unit Name: 

Bedrock Depth - Min: 
Watertable Depth - Annual Min: 
Drainage Class - Dominant: 
Hydrologic Group - Dominant: 


Major components are printed below 
Kenansville(95%) 
horizon H1(O0cm to 58cm) 
horizon H2(58cm to 122cm) 
horizon H3(122cm to 183cm) 


Map Unit 13 

Map Unit Name: 

Bedrock Depth - Min: 
Watertable Depth - Annual Min: 
Drainage Class - Dominant: 
Hydrologic Group - Dominant: 


Major components are printed below 
Levy(85%) 
horizon H1(O0cm to 25cm) 
horizon H2(25cm to 152cm) 


Kenansville loamy sand, 0 to 4 percent slopes 
null 

null 

Well drained 


A - Soils in this group have low runoff potential when thoroughly wet. Water is 
transmitted freely through the soil. 


Loamy sand 
Sandy clay loam 
Loamy sand 


Kenansville loamy sand, wet substratum, 0 to 4 percent slopes 
null 

137cm 

Well drained 


A - Soils in this group have low runoff potential when thoroughly wet. Water is 
transmitted freely through the soil. 


Loamy sand 
Sandy clay loam 
Loamy sand 


Levy silty clay loam 
null 
Ocm 
Very poorly drained 


C/D - These soils have moderately high runoff potential when drained and high 
runoff potential when undrained. 


Silty clay loam 
Clay 


Map Unit 15B 
Map Unit Name: 


Nansemond loamy fine sand, 0 to 6 percent slopes 
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Bedrock Depth - Min: 
Watertable Depth - Annual Min: 
Drainage Class - Dominant: 
Hydrologic Group - Dominant: 


Major components are printed below 
Nansemond(90%) 
horizon H1(O0cm to 46cm) 
horizon H2(46cm to 74cm) 
horizon H3(74cm to 178cm) 


null 
61cm 
Moderately well drained 


B - Soils in this group have moderately low runoff potential when thoroughly 
wet. Water transmission through the soil is unimpeded. 


Loamy fine sand 
Fine sandy loam 
Loamy fine sand 


Map Unit 15D 

Map Unit Name: 

Bedrock Depth - Min: 
Watertable Depth - Annual Min: 
Drainage Class - Dominant: 
Hydrologic Group - Dominant: 


Major components are printed below 
Nansemond(85%) 
horizon H1(O0cm to 46cm) 
horizon H2(46cm to 74cm) 
horizon H3(74cm to 178cm) 


Map Unit 15E 

Map Unit Name: 

Bedrock Depth - Min: 
Watertable Depth - Annual Min: 
Drainage Class - Dominant: 
Hydrologic Group - Dominant: 


Major components are printed below 
Nansemond(80%) 
horizon H1(O0cm to 46cm) 
horizon H2(46cm to 74cm) 
horizon H3(74cm to 178cm) 


Map Unit 1B 

Map Unit Name: 

Bedrock Depth - Min: 
Watertable Depth - Annual Min: 
Drainage Class - Dominant: 
Hydrologic Group - Dominant: 


Major components are printed below 
Alaga(90%) 


Nansemond loamy fine sand, 6 to 15 percent slopes 
null 

6icm 

Moderately well drained 


B - Soils in this group have moderately low runoff potential when thoroughly 
wet. Water transmission through the soil is unimpeded. 


Loamy fine sand 
Fine sandy loam 
Loamy fine sand 


Nansemond loamy fine sand, 15 to 30 percent slopes 
null 

61cm 

Moderately well drained 


B - Soils in this group have moderately low runoff potential when thoroughly 
wet. Water transmission through the soil is unimpeded. 


Loamy fine sand 
Fine sandy loam 
Loamy fine sand 


Alaga loamy sand, wet substratum, 2 to 8 percent slopes 
null 

137cm 

Somewhat excessively drained 


A - Soils in this group have low runoff potential when thoroughly wet. Water is 
transmitted freely through the soil. 
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horizon H1(O0cm to 23cm) 
horizon H2(23cm to 203cm) 


Loamy sand 
Loamy sand 


Map Unit 21A 

Map Unit Name: 

Bedrock Depth - Min: 
Watertable Depth - Annual Min: 
Drainage Class - Dominant: 
Hydrologic Group - Dominant: 


Major components are printed below 
State(95%) 
horizon H1(O0cm to 41cm) 
horizon H2(41cm to 132cm) 
horizon H3(132cm to 165cm) 


State fine sandy loam, 0 to 2 percent slopes 
null 

137cm 

Well drained 


B - Soils in this group have moderately low runoff potential when thoroughly 
wet. Water transmission through the soil is unimpeded. 


Fine sandy loam 
Sandy clay loam 
Loamy sand 


Map Unit 23A 

Map Unit Name: 

Bedrock Depth - Min: 
Watertable Depth - Annual Min: 
Drainage Class - Dominant: 
Hydrologic Group - Dominant: 


Major components are printed below 
Tetotum(85%) 
horizon H1(O0cm to 28cm) 
horizon H2(28cm to 165cm) 
horizon H3(165cm to 216cm) 


Tetotum fine sandy loam, 0 to 2 percent slopes 
null 

6icm 

Moderately well drained 


C - Soils in this group have moderately high runoff potential when thoroughly 
wet. Water transmission through the soil is somewhat restricted. 


Fine sandy loam 
Clay loam 
Sandy loam 


Map Unit 23B 

Map Unit Name: 

Bedrock Depth - Min: 
Watertable Depth - Annual Min: 
Drainage Class - Dominant: 
Hydrologic Group - Dominant: 


Major components are printed below 
Tetotum(90%) 
horizon H1(O0cm to 28cm) 
horizon H2(28cm to 165cm) 
horizon H3(165cm to 216cm) 


Tetotum fine sandy loam, 2 to 6 percent slopes 
null 

6icm 

Moderately well drained 


C - Soils in this group have moderately high runoff potential when thoroughly 
wet. Water transmission through the soil is somewhat restricted. 


Fine sandy loam 
Clay loam 
Sandy loam 


Map Unit 26 
Map Unit Name: 
Bedrock Depth - Min: 


Udorthents, loamy 
null 
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Watertable Depth - Annual Min: null 
Drainage Class - Dominant: null 
Hydrologic Group - Dominant: null 

Major components are printed below 

Map Unit 27 

Map Unit Name: Urban land 


No more attributes available for this map unit 


Map Unit 28 

Map Unit Name: 

Bedrock Depth - Min: 
Watertable Depth - Annual Min: 
Drainage Class - Dominant: 
Hydrologic Group - Dominant: 


Major components are printed below 
Wahee(85%) 
horizon H1(O0cm to 23cm) 
horizon H2(23cm to 117cm) 
horizon H3(117cm to 157cm) 


Wahee silt loam 

null 

31cm 

Somewhat poorly drained 


C/D - These soils have moderately high runoff potential when drained and high 
runoff potential when undrained. 


Silt loam 
Silty clay 
Fine sandy loam 


Map Unit 3 

Map Unit Name: 

Bedrock Depth - Min: 
Watertable Depth - Annual Min: 
Drainage Class - Dominant: 
Hydrologic Group - Dominant: 


Major components are printed below 
Bohicket(90%) 
horizon H1(O0cm to 33cm) 
horizon H2(33cm to 152cm) 


Bohicket silty clay loam 
null 

Ocm 

Very poorly drained 


D - Soils in this group have high runoff potential when thoroughly wet. Water 
movement through the soil is restricted or very restricted. 


Silty clay loam 
Silty clay 


Map Unit 5A 

Map Unit Name: 

Bedrock Depth - Min: 
Watertable Depth - Annual Min: 
Drainage Class - Dominant: 
Hydrologic Group - Dominant: 


Major components are printed below 
Dogue(85%) 
horizon H1(O0cm to 41cm) 
horizon H2(41cm to 160cm) 


Dogue fine sandy loam, 0 to 2 percent slopes 
null 

69cm 

Moderately well drained 


C - Soils in this group have moderately high runoff potential when thoroughly 
wet. Water transmission through the soil is somewhat restricted. 


Fine sandy loam 
Sandy clay 


erisinfo.com| Environmental Risk Information Services 


Order No: 20180313188p 


Map Unit 5B2 

Map Unit Name: 

Bedrock Depth - Min: 
Watertable Depth - Annual Min: 
Drainage Class - Dominant: 
Hydrologic Group - Dominant: 


Major components are printed below 
Dogue(85%) 
horizon H1(O0cm to 41cm) 
horizon H2(41cm to 160cm) 


Dogue fine sandy loam, 2 to 6 percent slopes, eroded 
null 

69cm 

Moderately well drained 


C - Soils in this group have moderately high runoff potential when thoroughly 
wet. Water transmission through the soil is somewhat restricted. 


Fine sandy loam 
Sandy clay 


Map Unit 8A 

Map Unit Name: 

Bedrock Depth - Min: 
Watertable Depth - Annual Min: 
Drainage Class - Dominant: 
Hydrologic Group - Dominant: 


Major components are printed below 
Eunola(90%) 
horizon H1(O0cm to 23cm) 
horizon H2(23cm to 160cm) 


Eunola loamy fine sand, 0 to 2 percent slopes 
null 

61cm 

Moderately well drained 


C - Soils in this group have moderately high runoff potential when thoroughly 
wet. Water transmission through the soil is somewhat restricted. 


Loamy fine sand 
Fine sandy loam 


Map Unit 9A 

Map Unit Name: 

Bedrock Depth - Min: 
Watertable Depth - Annual Min: 
Drainage Class - Dominant: 
Hydrologic Group - Dominant: 


Major components are printed below 
Goldsboro(95%) 
horizon H1(O0cm to 46cm) 
horizon H2(46cm to 178cm) 


Goldsboro fine sandy loam, 0 to 2 percent slopes 
null 

76cm 

Moderately well drained 


C - Soils in this group have moderately high runoff potential when thoroughly 
wet. Water transmission through the soil is somewhat restricted. 


Fine sandy loam 
Sandy clay loam 


Map Unit 9B2 

Map Unit Name: 

Bedrock Depth - Min: 
Watertable Depth - Annual Min: 
Drainage Class - Dominant: 
Hydrologic Group - Dominant: 


Major components are printed below 


Goldsboro fine sandy loam, 2 to 5 percent slopes, eroded 
null 

76cm 

Moderately well drained 


C - Soils in this group have moderately high runoff potential when thoroughly 
wet. Water transmission through the soil is somewhat restricted. 
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Goldsboro(95%) 
horizon H1(Ocm to 46cm) Fine sandy loam 
horizon H2(46cm to 178cm) Sandy clay loam 
Map Unit DAM 
Map Unit Name: Dam 


No more attributes available for this map unit 


Map Unit W 
Map Unit Name: Water 
No more attributes available for this map unit 
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Sites with Lower Elevation 
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Sites with Higher Elevation 
Sites with Same Elevation 
Sites with Lower Elevation 
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Sites with Unknown Elevation 


Federal Sources 


Public Water Systems Violations and Enforcement Data 


Map Key PWS ID Distance (ft) Direction 
12 VA3181820 4,007.33 NNW 

19 VA3800375 3,479.63 SW 

19 VA3800120 3,479.63 SW 

19 VA3800500 3,479.63 SW 

19 VA3800940 3,479.63 SW 

22 VA3800809 5,196.21 NNW 


Safe Drinking Water Information System (SDWIS) 


Map Key PWS ID Distance (ft) Direction 
12 VA3181820 4,007.33 NNW 
12 VA3181820 4,007.33 NNW 
12 VA3181820 4,007.33 NNW 
19 VA3800120 3,479.63 SW 
19 VA3800940 3,479.63 SW 
19 VA3800120 3,479.63 SW 
19 VA3800375 3,479.63 SW 
19 VA3800120 3,479.63 SW 
19 VA3800500 3,479.63 SW 
22 VA3800809 5,196.21 NNW 
22 VA3800809 5,196.21 NNW 
22 VA3800809 5,196.21 NNW 
22 VA3800809 5,196.21 NNW 
22 VA3800809 5,196.21 NNW 


USGS National Water Information System 


Map Key Monitoring Loc Identifier Distance (ft) Direction 
1 USGS-02042822 118.74 SW 
2 USGS-374444076350101 1,605.92 NW 
3 USGS-364454076342201 1,762.32 NE 

4 USGS-364452076351301 2,729.89 NW 
5 USGS-364452076351 402 2,759.07 NW 
6 USGS-364452076351401 2,784.82 NW 
7 USGS-364450076351801 2,886.08 NW 
8 USGS-364501076350905 3,430.16 NNW 
8 USGS-364501076350903 3,430.16 NNW 
8 USGS-364501076350901 3,430.16 NNW 
8 USGS-364501076350902 3,430.16 NNW 
8 USGS-364501076350904 3,430.16 NNW 
9 USGS-364507076350301 3,741.02 NNW 
10 USGS-364443076335702 2,861.51 ENE 
10 USGS-364443076335701 2,861.51 ENE 
11 USGS-364445076335701 2,901.13 ENE 
11 USGS-364445076335702 2,901.13 ENE 
13 USGS-364512076343704 3,423.18 N 

13 USGS-364512076343702 3,423.18 N 

13 USGS-364512076343703 3,423.18 N 

13 USGS-364512076343705 3,423.18 N 

13 USGS-364512076343701 3,423.18 N 

15 USGS-364513076343701 3,523.52 N 
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16 USGS-364444076335301 3,199.47 ENE 

17 USGS-364442076335201 3,250.91 ENE 

18 USGS-364443076335201 3,263.72 ENE 

20 USGS-364441076334501 3,809.29 ENE 

20 USGS-364441076334504 3,809.29 ENE 

20 USGS-364441076334503 3,809.29 ENE 

20 USGS-364441076334502 3,809.29 ENE 

21 USGS-364448076334701 3,764.38 ENE 

24 USGS-364333076345101 4,939.92 S 

25 USGS-364428076333201 4,971.27 E 

26 USGS-364328076345201 5,240.42 Ss 

State Sources 

Oil and Gas Wells 

Map Key ID Distance (ft) Direction 
No records found 

Public Water Supply Wells 

Map Key PWS ID Distance (ft) Direction 

14 3800320 3,531.12 S) 

23 3800072 4,687.49 E 

23 3800840 4,687.49 E 


erisinfo.com| Environmental Risk Information Services 


Order No: 20180313188p 


Public Water Systems Violations and Enforcement Data 


Map Key Direction Distance (mi) Distance (ft) Elevation (ft) DB 
12 NNW 0.76 4,007.33 31.97 PWSV 
PWS ID: VA3181820 

PWS Type Code: NTNCWS 

PWS Type Description: Non-Transient Non-Community Water System 

Primary Source Code: GW 

Primary Source Desc: Groundwater 

PWS Activity Code: A 

PWS Activity Description: Active 

PWS Deactivation Date: 

Phone Number: 757-510-4040 

--Details-- 

Population Served Count: 50 

City Served: 

County Served: Surry 

State Served: VA 

Zip Code Served: 

Map Key Direction Distance (mi) Distance (ft) Elevation (ft) DB 
19 SW 0.66 3,479.63 42.77 PWSV 
PWS ID: VA3800375 

PWS Type Code: CWS 

PWS Type Description: Community Water System 

Primary Source Code: GW 

Primary Source Desc: Groundwater 

PWS Activity Code: | 

PWS Activity Description: Inactive 

PWS Deactivation Date: 25/03/1998 

Phone Number: 804-934-3111 

--Details-- 

Population Served Count: 120 

City Served: SUFFOLK 

County Served: 

State Served: VA 

Zip Code Served: 

Map Key Direction Distance (mi) Distance (ft) Elevation (ft) DB 
19 SW 0.66 3,479.63 42.77 PWSV 
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PWS ID: 

PWS Type Code: 

PWS Type Description: 
Primary Source Code: 
Primary Source Desc: 
PWS Activity Code: 


PWS Activity Description: 


PWS Deactivation Date: 
Phone Number: 


VA3800120 

CWS 

Community Water System 
GW 

Groundwater 

| 

Inactive 

01/08/1990 

804-934-3111 


--Details-- 

Population Served Count: 552 

City Served: SUFFOLK CITY 

County Served: 

State Served: VA 

Zip Code Served: 

Map Key Direction Distance (mi) Distance (ft) Elevation (ft) DB 
19 SW 0.66 3,479.63 42.77 PWSV 
PWS ID: VA3800500 

PWS Type Code: CWS 

PWS Type Description: Community Water System 

Primary Source Code: GW 

Primary Source Desc: Groundwater 

PWS Activity Code: | 

PWS Activity Description: Inactive 

PWS Deactivation Date: 01/06/1991 

Phone Number: 804-934-3111 

--Details-- 

Population Served Count: 108 

City Served: SUFFOLK CITY 

County Served: 

State Served: VA 

Zip Code Served: 

Map Key Direction Distance (mi) Distance (ft) Elevation (ft) DB 
19 SW 0.66 3,479.63 42.77 PWSV 
PWS ID: VA3800940 

PWS Type Code: CWS 

PWS Type Description: Community Water System 

Primary Source Code: GW 

Primary Source Desc: Groundwater 
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PWS Activity Code: 

PWS Activity Description: 
PWS Deactivation Date: 
Phone Number: 


| 

Inactive 
01/11/1982 
804-934-3111 


--Details-- 

Population Served Count: 44 

City Served: SUFFOLK CITY 

County Served: 

State Served: VA 

Zip Code Served: 

Map Key Direction Distance (mi) Distance (ft) Elevation (ft) DB 
22 NNW 0.98 5,196.21 26.09 PWSV 
PWS ID: VA3800809 

PWS Type Code: TNCWS 

PWS Type Description: Transient Non-Community Water System 

Primary Source Code: GW 

Primary Source Desc: Groundwater 

PWS Activity Code: | 

PWS Activity Description: Inactive 

PWS Deactivation Date: 23/06/2009 

Phone Number: 757-539-881 1 

--Details-- 

Population Served Count: 100 

City Served: SUFFOLK 

County Served: 

State Served: VA 

Zip Code Served: 

Safe Drinking Water Information System (SDWIS) 

Map Key Direction Distance (mi) Distance (ft) Elevation (ft) DB 
12 NNW 0.76 4,007.33 31.97 SDWIS 
PWS ID: VA3181820 Pop Cat 11: <=100 

Facility ID: 37546 Pop Cat 11 Cd: 1 

Facility Name: ENTRY POINT Pop Cat 2: <10,000 

EPA Region Code: 03 Pop Cat 2 Cd: 1 

EPA Region: Region 3 Pop Cat 3: <=3300 

Season Begin Date: 01-01 Pop Cat 3 Cd: 1 

Season End Date: 12-31 Pop Cat 4: <10K 

Deactivation Date: - Pop Cat 4 Cd: 1 

Fac Deactvtn Dt: - Pop Cat 5: <=500 

First Rptd Dt: 19-NOV-15 Pop Cat 5 Cd: 1 


erisinfo.com| Environmental Risk Information Services 


Order No: 20180313188p 


Last Rptd Date: 15-FEB-16 ORG Name: POLSON, STEVEN 

Primacy Agency: Virginia Admin Name: POLSON, STEVEN 

Is Source Ind: No Phone No: 757-925-1599 

Facility Type Cd: Ss Phone Ext No: - 

Facility Type Desc: Sampling Station Alt Phone No: - 

Activity Status Cd: A Fax No: - 

Activity Status: Active Email Addr: Steven.Polson@VDOT. Virginia.gov 

Availability Code: - Aviblty Desc: 7 

Water Type Code: - Wir Tp Desc: - 

DBPR Schd Ctg Cd: - DBPR Schd Cig: - 

Facility Activity Cd: A Fac Activity: Active 

Filtrtn Status Cd: - Filt Stat Desc: - 

GW or SW Code: GW GW or SS: Groundwater 

LT2 Sch Ctgry Cd: - LT2 Sched Cig: - 

Owner Type Code: S Owner Type: State government 

PWS Type Code: NTNCWS PWS Type: Non-Transient non-community 
system 

Primcy Agency Cd: VA Primacy Type: State 

Primary Source Cd: GW Primary Srce: Ground water 

Seller Treatmnt Cd: - Seller Trt Dsc: - 

Submsn Status Cd: Y Sub Stat Dsc: Reported and accepted 

Subms Sts Cd Vio: Y Pop Srvd Cnt: 50 

Is Grant Eligible: Yes Srvc Cnctn Cnt: 2 

Outstnding Perfrm: - Seller PWSID: - 

Outstndng Perf Dt: - Sllr PWS Nm: - 

Schl or Dycare: No CDS ID: - 

Source Treated Ind: - Country Code: US 

Src Wir Protected: - Cntry Nm BTP: - 

Src Wtr Prot Dt: - State Code: VA 

NPM Candidate: Yes State Fac ID: EP001 

Is Wholesaler: No Sub Quarter: 1 

Submission Year: 2016 Validity Ind: Yes 

Submission Yr Qrtr: 2016Q1 

--Details-- 

Treatment ID: - 

Treatment Process Code: - 

Treatment Process: - 

Treatment Objective - 

Code: 

Treatment Objective: - 

Treatment Plant City: - 

Treatment Plant State: - 

Treatment Plant Addr 1: - 

Treatment Plant Addr 2: - 

Treatment Plant Zip Code: - 

Treatment Comments: - 

Map Key Direction Distance (mi) Distance (ft) Elevation (ft) DB 
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12 NNW 


PWS ID: 

Facility ID: 

Facility Name: 
EPA Region Code: 
EPA Region: 
Season Begin Date: 
Season End Date: 
Deactivation Date: 
Fac Deactvtn Dt: 
First Rptd Dt: 

Last Rptd Date: 
Primacy Agency: 
Is Source Ind: 
Facility Type Cd: 
Facility Type Desc: 
Activity Status Cd: 
Activity Status: 
Availability Code: 
Water Type Code: 
DBPR Schd Ctg Cd: 
Facility Activity Cd: 
Filtrtn Status Cd: 
GW or SW Code: 
LT2 Sch Ctgry Cd: 
Owner Type Code: 
PWS Type Code: 


Primcy Agency Cd: 
Primary Source Cd: 
Seller Treatmnt Cd: 
Submsn Status Cd: 
Subms Sts Cd Vio: 
Is Grant Eligible: 
Outstnding Perfrm: 
Outstndng Perf Dt: 
Schl or Dycare: 
Source Treated Ind: 
Src Wtr Protected: 
Src Wtr Prot Dt: 
NPM Candidate: 

Is Wholesaler: 
Submission Year: 
Submission Yr Qrtr: 


--Details-- 


VA3181820 

37545 

DISTRIBUTION SYSTEM 
03 

Region 3 

01-01 

12-31 


19-NOV-15 

15-FEB-16 

Virginia 

No 

DS 

Distribution System/Zone 
A 

Active 


NTNCWS 


VA 
GW 


Yes 

No 
2016 
2016Q1 


4,007.33 


Pop Cat 11: 
Pop Cat 11 Cd: 
Pop Cat 2: 

Pop Cat 2 Cd: 
Pop Cat 3: 

Pop Cat 3 Cd: 
Pop Cat 4: 

Pop Cat 4 Cd: 
Pop Cat 5: 

Pop Cat 5 Cd: 
ORG Name: 
Admin Name: 
Phone No: 
Phone Ext No: 
Alt Phone No: 
Fax No: 

Email Adar: 
Aviblty Desc: 
Wir Tp Desc: 
DBPR Schd Cig: 
Fac Activity: 
Filt Stat Desc: 
GW or SS: 

LT2 Sched Cig: 
Owner Type: 
PWS Type: 


Primacy Type: 
Primary Srce: 
Seller Trt Dsc: 
Sub Stat Dsc: 
Pop Srvd Cnt: 
Srvc Cnctn Cnt: 
Seller PWSID: 
Sllr PWS Nm: 
CDS ID: 
Country Code: 
Cntry Nm BTP: 
State Code: 
State Fac ID: 
Sub Quarter: 
Validity Ind: 


31.97 


SDWIS 


<=100 

1 

<10,000 

1 

<=3300 

{ 

<10K 

1 

<=500 

{ 

POLSON, STEVEN 
POLSON, STEVEN 
757-925-1599 


Steven.Polson@VDOT. Virginia.gov 


Active 


Groundwater 
State government 


Non-Transient non-community 
system 
State 


Ground water 
Reported and accepted 
50 

2 
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Treatment ID: - 
Treatment Process Code: - 
Treatment Process: - 


Treatment Objective - 
Code: 
Treatment Objective: - 


Treatment Plant City: - 
Treatment Plant State: - 
Treatment Plant Addr 1: - 
Treatment Plant Addr 2: - 
Treatment Plant Zip Code: - 
Treatment Comments: - 


Map Key Direction Distance (mi) Distance (ft) Elevation (ft) DB 

12 NNW 0.76 4,007.33 31.97 SDWIS 

PWS ID: VA3181820 Pop Cat 11: <=100 

Facility ID: 37502 Pop Cat 11 Cd: 1 

Facility Name: WELL 1 Pop Cat 2: <10,000 

EPA Region Code: 03 Pop Cat 2 Cd: 1 

EPA Region: Region 3 Pop Cat 3: <=3300 

Season Begin Date: 01-01 Pop Cat 3 Cd: 1 

Season End Date: 12-31 Pop Cat 4: <10K 

Deactivation Date: - Pop Cat 4 Cd: 1 

Fac Deactvtn Dt: - Pop Cat 5: <=500 

First Rptd Dt: 19-NOV-15 Pop Cat 5 Cd: 1 

Last Rptd Date: 15-FEB-16 ORG Name: POLSON, STEVEN 

Primacy Agency: Virginia Admin Name: POLSON, STEVEN 

Is Source Ind: Yes Phone No: 757-925-1599 

Facility Type Cd: WL Phone Ext No: - 

Facility Type Desc: Well Alt Phone No: - 

Activity Status Cd: A Fax No: - 

Activity Status: Active Email Adar: Steven.Polson@VDOT. Virginia.gov 

Availability Code: P Aviblty Desc: Permanent 

Water Type Code: GW Wir Tp Desc: Ground water 

DBPR Schd Cig Cd: - DBPR Schd Cig: - 

Facility Activity Cd: A Fac Activity: Active 

Filtrtn Status Cd: - Filt Stat Desc: - 

GW or SW Code: GW GW or SS: Groundwater 

LT2 Sch Ctgry Cd: - LT2 Sched Cig: - 

Owner Type Code: cS) Owner Type: State government 

PWS Type Code: NTNCWS PWS Type: Non-Transient non-community 
system 

Primcy Agency Cd: VA Primacy Type: State 

Primary Source Cd: GW Primary Srce: Ground water 

Seller Treatmnt Cd: - Seller Trt Dsc: - 

Submsn Status Cd: Y Sub Stat Dsc: Reported and accepted 

Subms Sts Cd Vio: Y Pop Srvd Cnt: 50 
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Is Grant Eligible: Yes Srvc Cnctn Cnt: 2 
Outstnding Perfrm: - Seller PWSID: - 
Outstndng Perf Dt: - Sllr PWS Nm: - 

Schl or Dycare: No CDS ID: - 

Source Treated Ind: N Country Code: US 

Src Wir Protected: - Cntry Nm BTP: - 

Src Wtr Prot Dt: - State Code: VA 

NPM Candidate: Yes State Fac ID: WLO01 

Is Wholesaler: No Sub Quarter: 1 
Submission Year: 2016 Validity Ind: Yes 
Submission Yr Qrtr: 2016Q1 

--Details-- 

Treatment ID: - 

Treatment Process Code: - 

Treatment Process: - 

Treatment Objective - 

Code: 

Treatment Objective: - 

Treatment Plant City: - 

Treatment Plant State: - 

Treatment Plant Addr 1: - 

Treatment Plant Addr 2: - 

Treatment Plant Zip Code: - 

Treatment Comments: - 

Map Key Direction Distance (mi) Distance (ft) Elevation (ft) DB 
19 SW 0.66 3,479.63 SDWIS 
PWS ID: VA3800120 Pop Cat 11: 501-1,000 
Facility ID: 1 Pop Cat 11 Cd: 3 

Facility Name: DRILLED WELL Pop Cat 2: <10,000 
EPA Region Code: 03 Pop Cat 2 Cd: 1 

EPA Region: Region 3 Pop Cat 3: <=3300 
Season Begin Date: - Pop Cat 3 Cd: 1 

Season End Date: - Pop Cat 4: <10K 
Deactivation Date: 01-AUG-90 Pop Cat 4 Cd: 1 

Fac Deactvtn Dt: 01-AUG-90 Pop Cat 5: 501-3,300 
First Rptd Dt: 26-NOV-80 Pop Cat 5 Cd: 2 

Last Rptd Date: 22-FEB-08 ORG Name: - 

Primacy Agency: Virginia Admin Name: CHUCKATUCK DIR PUB UTIL 
Is Source Ind: Yes Phone No: 804-934-3111 
Facility Type Cd: WL Phone Ext No: - 

Facility Type Desc: Well Alt Phone No: - 

Activity Status Cd: | Fax No: - 

Activity Status: Inactive Email Addr: - 
Availability Code: P Aviblty Desc: Permanent 
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Water Type Code: GW Wir Tp Desc: Ground water 
DBPR Schd Ctg Cd: - DBPR Schd Cig: - 

Facility Activity Cd: | Fac Activity: Inactive 

Filtrtn Status Cd: - Filt Stat Desc: - 

GW or SW Code: GW GW or SS: Groundwater 

LT2 Sch Ctgry Cd: - LT2 Sched Cig: - 

Owner Type Code: L Owner Type: Local government 
PWS Type Code: CWS PWS Type: Community water system 
Primcy Agency Cd: VA Primacy Type: State 

Primary Source Cd: GW Primary Srce: Ground water 
Seller Treatmnt Cd: - Seller Trt Dsc: - 

Submsn Status Cd: Y Sub Stat Dsc: Reported and accepted 
Subms Sts Cd Vio: Y Pop Srvd Crt: 552 

Is Grant Eligible: No Srvc Cnctn Cnt: 97 

Outstnding Perfrm: - Seller PWSID: - 

Outstndng Perf Dt: - Sllr PWS Nm: - 

Schl or Dycare: No CDS ID: - 

Source Treated Ind: U Country Code: US 

Src Wir Protected: - Cntry Nm BTP: - 

Src Wtr Prot Dt: - State Code: VA 

NPM Candidate: No State Fac ID: - 

Is Wholesaler: No Sub Quarter: 1 

Submission Year: 2016 Validity Ind: Yes 

Submission Yr Qrtr: 2016Q1 

--Details-- 

Treatment ID: - 

Treatment Process Code: - 

Treatment Process: - 

Treatment Objective - 

Code: 

Treatment Objective: - 

Treatment Plant City: - 

Treatment Plant State: - 

Treatment Plant Addr 1: - 

Treatment Plant Addr 2: - 

Treatment Plant Zip Code: - 

Treatment Comments: - 

Map Key Direction Distance (mi) Distance (ft) Elevation (ft) DB 
19 SW 0.66 3,479.63 SDWIS 
PWS ID: VA3800940 Pop Cat 11: <=100 

Facility ID: 1 Pop Cat 11 Cd: 1 

Facility Name: DRILLED WELL Pop Cat 2: <10,000 

EPA Region Code: 03 Pop Cat 2 Cd: 1 

EPA Region: Region 3 Pop Cat 3: <=3300 
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Season Begin Date: 01-01 Pop Cat 3 Cd: 1 

Season End Date: 12-31 Pop Cat 4: <10K 
Deactivation Date: 01-NOV-82 Pop Cat 4 Cd: 1 

Fac Deactvtn Dt: 01-NOV-82 Pop Cat 5: <=500 

First Rptd Dt: 10-FEB-79 Pop Cat 5 Cd: 1 

Last Rptd Date: 10-FEB-96 ORG Name: - 

Primacy Agency: Virginia Admin Name: WILROY IND PK DIR PUB UTIL 
Is Source Ind: Yes Phone No: 804-934-3111 
Facility Type Cd: WL Phone Ext No: - 

Facility Type Desc: Well Alt Phone No: - 

Activity Status Cd: | Fax No: - 

Activity Status: Inactive Email Addr: - 

Availability Code: P Aviblty Desc: Permanent 

Water Type Code: GW Wir Tp Desc: Ground water 
DBPR Schd Ctg Cd: - DBPR Schd Cig: - 

Facility Activity Cd: | Fac Activity: Inactive 

Filtrtn Status Cd: - Filt Stat Desc: - 

GW or SW Code: GW GW or SS: Groundwater 

LT2 Sch Ctgry Cd: - LT2 Sched Cig: - 

Owner Type Code: L Owner Type: Local government 
PWS Type Code: CWS PWS Type: Community water system 
Primcy Agency Cd: VA Primacy Type: State 

Primary Source Cd: GW Primary Srce: Ground water 
Seller Treatmnt Cd: - Seller Trt Dsc: - 

Submsn Status Cd: Y Sub Stat Dsc: Reported and accepted 
Subms Sts Cd Vio: Y Pop Srvd Cnt: 44 

Is Grant Eligible: No Srvc Cnctn Cnt: 11 

Outstnding Perfrm: - Seller PWSID: - 

Outstndng Perf Dt: - Sllr PWS Nm: - 

Schl or Dycare: No CDS ID: - 

Source Treated Ind: U Country Code: US 

Src Wtr Protected: - Cntry Nm BTP: - 

Src Wtr Prot Dt: - State Code: VA 

NPM Candidate: No State Fac ID: - 

Is Wholesaler: No Sub Quarter: 1 

Submission Year: 2016 Validity Ind: Yes 

Submission Yr Qrtr: 2016Q1 


--Details-- 
Treatment ID: 


Treatment Process Code: 


Treatment Process: 


Treatment Objective 
Code: 
Treatment Objective: 


Treatment Plant City: - 
Treatment Plant State: - 
Treatment Plant Addr 1: - 
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Treatment Plant Addr 2: - 
Treatment Plant Zip Code: - 
Treatment Comments: - 


Map Key Direction Distance (mi) Distance (ft) 
19 SW 0.66 3,479.63 

PWS ID: VA3800120 Pop Cat 11: 
Facility ID: 2 Pop Cat 11 Cd: 
Facility Name: DRILLED WELL Pop Cat 2: 
EPA Region Code: 03 Pop Cat 2 Cd: 
EPA Region: Region 3 Pop Cat 3: 
Season Begin Date: - Pop Cat 3 Cd: 
Season End Date: - Pop Cat 4: 
Deactivation Date: 01-AUG-90 Pop Cat 4 Cd: 
Fac Deactvtn Dt: 01-AUG-90 Pop Cat 5: 
First Rptd Dt: 26-NOV-80 Pop Cat 5 Cd: 
Last Rptd Date: 22-FEB-08 ORG Name: 
Primacy Agency: Virginia Admin Name: 
Is Source Ind: Yes Phone No: 
Facility Type Cd: WL Phone Ext No: 
Facility Type Desc: Well Alt Phone No: 
Activity Status Cd: | Fax No: 
Activity Status: Inactive Email Addr: 
Availability Code: P Aviblty Desc: 
Water Type Code: GW Wir Tp Desc: 
DBPR Schd Ctg Cd: - DBPR Schd Ctg: 
Facility Activity Cd: | Fac Activity: 
Filtrtn Status Cd: - Filt Stat Desc: 
GW or SW Code: GW GW or SS: 

LT2 Sch Ctgry Cd: - LT2 Sched Cig: 
Owner Type Code: L Owner Type: 
PWS Type Code: CWS PWS Type: 
Primcy Agency Cd: VA Primacy Type: 
Primary Source Cd: GW Primary Srce: 
Seller Treatmnt Cd: - Seller Trt Dsc: 
Submsn Status Cd: Y Sub Stat Dsc: 
Subms Sts Cd Vio: Y Pop Srvd Crt: 
Is Grant Eligible: No Srvc Cnctn Cnt: 
Outstnding Perfrm: - Seller PWSID: 
Outstndng Perf Dt: - Sllr PWS Nm: 
Schl or Dycare: No CDS ID: 
Source Treated Ind: U Country Code: 
Src Wir Protected: - Cntry Nm BTP: 
Src Wtr Prot Dt: - State Code: 
NPM Candidate: No State Fac ID: 


Elevation (ft) DB 


SDWIS 


501-1,000 

3 

<10,000 

{ 

<=3300 

{ 

<10K 

1 

501-3,300 

2 
CHUCKATUCK DIR PUB UTIL 
804-934-3111 


Permanent 
Ground water 


Inactive 


Groundwater 

Local government 
Community water system 
State 

Ground water 

Reported and accepted 
552 

97 


erisinfo.com| Environmental Risk Information Services 


Order No: 20180313188p 


Is Wholesaler: No Sub Quarter: 1 

Submission Year: 2016 Validity Ind: Yes 
Submission Yr Qrtr: 2016Q1 

--Details-- 

Treatment ID: - 

Treatment Process Code: - 

Treatment Process: - 

Treatment Objective - 

Code: 

Treatment Objective: - 

Treatment Plant City: - 

Treatment Plant State: - 

Treatment Plant Addr 1: - 

Treatment Plant Addr 2: - 

Treatment Plant Zip Code: - 

Treatment Comments: - 

Map Key Direction Distance (mi) Distance (ft) Elevation (ft) DB 
19 SW 0.66 3,479.63 SDWIS 
PWS ID: VA3800375 Pop Cat 11: 101-500 
Facility ID: 1 Pop Cat 11 Cd: 2 

Facility Name: DRILLED WELLS Pop Cat 2: <10,000 

EPA Region Code: 03 Pop Cat 2 Cd: 1 

EPA Region: Region 3 Pop Cat 3: <=3300 
Season Begin Date: - Pop Cat 3 Cd: 1 

Season End Date: - Pop Cat 4: <10K 
Deactivation Date: 25-MAR-98 Pop Cat 4 Cd: 1 

Fac Deactvtn Dt: 01-MAR-98 Pop Cat 5: <=500 

First Rptd Dt: 18-DEC-86 Pop Cat 5 Cd: 1 

Last Rptd Date: 22-FEB-08 ORG Name: - 

Primacy Agency: Virginia Admin Name: KINGS POINT 
Is Source Ind: Yes Phone No: 804-934-3111 
Facility Type Cd: WL Phone Ext No: - 

Facility Type Desc: Well Alt Phone No: - 

Activity Status Cd: | Fax No: - 

Activity Status: Inactive Email Addr: - 

Availability Code: P Aviblty Desc: Permanent 
Water Type Code: GW Wir Tp Desc: Ground water 
DBPR Schd Ctg Cd: - DBPR Schd Cig: - 

Facility Activity Cd: | Fac Activity: Inactive 

Filtrtn Status Cd: - Filt Stat Desc: - 

GW or SW Code: GW GW or SS: Groundwater 
LT2 Sch Ctgry Cd: - LT2 Sched Ctg: - 

Owner Type Code: L Owner Type: Local government 
PWS Type Code: CWS PWS Type: Community water system 
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Primcy Agency Cd: VA Primacy Type: State 

Primary Source Cd: GW Primary Srce: Ground water 
Seller Treatmnt Cd: - Seller Trt Dsc: - 

Submsn Status Cd: Y Sub Stat Dsc: Reported and accepted 
Subms Sts Cd Vio: Y Pop Srvd Crt: 120 

Is Grant Eligible: No Srvc Cnctn Cnt: 40 
Outstnding Perfrm: - Seller PWSID: - 

Outstndng Perf Dt: - Sllr PWS Nm: - 

Schl or Dycare: No CDS ID: - 

Source Treated Ind: U Country Code: US 

Src Wir Protected: - Cntry Nm BTP: - 

Src Wtr Prot Dt: - State Code: VA 

NPM Candidate: No State Fac ID: - 

Is Wholesaler: No Sub Quarter: 1 

Submission Year: 2016 Validity Ind: Yes 
Submission Yr Qrtr: 2016Q1 

--Details-- 

Treatment ID: - 

Treatment Process Code: - 

Treatment Process: - 

Treatment Objective - 

Code: 

Treatment Objective: - 

Treatment Plant City: - 

Treatment Plant State: - 

Treatment Plant Addr 1: - 

Treatment Plant Addr 2: - 

Treatment Plant Zip Code: - 

Treatment Comments: - 

Map Key Direction Distance (mi) Distance (ft) Elevation (ft) DB 
19 SW 0.66 3,479.63 42.77 SDWIS 
PWS ID: VA3800120 Pop Cat 11: 501-1,000 
Facility ID: 3 Pop Cat 11 Cd: 3 

Facility Name: DRILLED WELL Pop Cat 2: <10,000 

EPA Region Code: 03 Pop Cat 2 Cd: 1 

EPA Region: Region 3 Pop Cat 3: <=3300 
Season Begin Date: - Pop Cat 3 Cd: 1 

Season End Date: - Pop Cat 4: <10K 
Deactivation Date: 01-AUG-90 Pop Cat 4 Cd: 1 

Fac Deactvtn Dt: 01-AUG-90 Pop Cat 5: 501-3,300 
First Rptd Dt: 26-NOV-80 Pop Cat 5 Cd: 2 

Last Rptd Date: 22-FEB-08 ORG Name: - 

Primacy Agency: Virginia Admin Name: CHUCKATUCK DIR PUB UTIL 
Is Source Ind: Yes Phone No: 804-934-3111 
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Facility Type Cd: WL Phone Ext No: - 

Facility Type Desc: Well Alt Phone No: - 

Activity Status Cd: | Fax No: - 

Activity Status: Inactive Email Addr: - 

Availability Code: P Aviblty Desc: Permanent 

Water Type Code: GW Wtr Tp Desc: Ground water 
DBPR Schd Ctg Cd: - DBPR Schd Cig: - 

Facility Activity Cd: | Fac Activity: Inactive 

Filtrtn Status Cd: - Filt Stat Desc: - 

GW or SW Code: GW GW or SS: Groundwater 

LT2 Sch Ctgry Cd: - LT2 Sched Cig: - 

Owner Type Code: L Owner Type: Local government 
PWS Type Code: CWS PWS Type: Community water system 
Primcy Agency Cd: VA Primacy Type: State 

Primary Source Cd: GW Primary Srce: Ground water 
Seller Treatmnt Cd: - Seller Trt Dsc: - 

Submsn Status Cd: Y Sub Stat Dsc: Reported and accepted 
Subms Sts Cd Vio: Y Pop Srvd Crt: 552 

Is Grant Eligible: No Srvc Cnctn Cnt: 97 

Outstnding Perfrm: - Seller PWSID: - 

Outstndng Perf Dt: - Sllr PWS Nm: - 

Schl or Dycare: No CDS ID: - 

Source Treated Ind: U Country Code: US 

Src Wir Protected: - Cntry Nm BTP: - 

Src Wtr Prot Dt: - State Code: VA 

NPM Candidate: No State Fac ID: - 

Is Wholesaler: No Sub Quarter: 1 

Submission Year: 2016 Validity Ind: Yes 

Submission Yr Qrtr: 2016Q1 

--Details-- 

Treatment ID: - 

Treatment Process Code: - 

Treatment Process: - 

Treatment Objective - 

Code: 

Treatment Objective: - 

Treatment Plant City: - 

Treatment Plant State: - 

Treatment Plant Addr 1: - 

Treatment Plant Addr 2: - 

Treatment Plant Zip Code: = - 

Treatment Comments: - 

Map Key Direction Distance (mi) Distance (ft) Elevation (ft) DB 
19 SW 0.66 3,479.63 42.77 SDWIS 


Order No: 20180313188p 
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PWS ID: 

Facility ID: 

Facility Name: 
EPA Region Code: 
EPA Region: 


Season Begin Date: 


Season End Date: 
Deactivation Date: 
Fac Deactvtn Dt: 
First Rptd Dt: 

Last Rptd Date: 
Primacy Agency: 
Is Source Ind: 
Facility Type Cd: 
Facility Type Desc: 
Activity Status Cd: 
Activity Status: 
Availability Code: 
Water Type Code: 


DBPR Schd Cig Cd: 


Facility Activity Cd: 
Filtrtn Status Cd: 
GW or SW Code: 
LT2 Sch Ctgry Cd: 
Owner Type Code: 
PWS Type Code: 
Primcy Agency Cd: 
Primary Source Cd: 
Seller Treatmnt Cd: 
Submsn Status Cd: 
Subms Sts Cd Vio: 
Is Grant Eligible: 
Outstnding Perfrm: 
Outstndng Perf Dt: 
Schl or Dycare: 


Source Treated Ind: 


Src Wir Protected: 
Src Wir Prot Dt: 
NPM Candidate: 

Is Wholesaler: 
Submission Year: 
Submission Yr Qrtr: 


--Details-- 
Treatment ID: 


Treatment Process Code: 


Treatment Process: 


VA3800500 

1 

DRILLED WELL 
03 

Region 3 


01-JUN-91 
01-JUN-91 
10-FEB-79 
22-FEB-08 
Virginia 
Yes 

WL 

Well 

| 

Inactive 

P 

GW 


No 
2016 
2016Q1 


Pop Cat 11: 
Pop Cat 11 Cd: 
Pop Cat 2: 
Pop Cat 2 Cd: 
Pop Cat 3: 
Pop Cat 3 Cd: 
Pop Cat 4: 
Pop Cat 4 Cd: 
Pop Cat 5: 
Pop Cat 5 Cd: 
ORG Name: 
Admin Name: 
Phone No: 
Phone Ext No: 
Alt Phone No: 
Fax No: 

Email Addr: 
Aviblty Desc: 
Wir Tp Desc: 
DBPR Schd Cig: 
Fac Activity: 
Filt Stat Desc: 
GW or SS: 

LT2 Sched Cig: 
Owner Type: 
PWS Type: 
Primacy Type: 
Primary Srce: 
Seller Trt Dsc: 
Sub Stat Dsc: 
Pop Srvd Cnt: 
Srvc Cnctn Cnt: 
Seller PWSID: 
Sllr PWS Nm: 
CDS ID: 
Country Code: 
Cntry Nm BTP: 
State Code: 
State Fac ID: 
Sub Quarter: 
Validity Ind: 


101-500 

2 

<10,000 

{ 

<=3300 

{ 

<10K 

{ 

<=500 

{ 

MAGNOLIA DIR PUB UTIL 
804-934-3111 


Permanent 
Ground water 


Inactive 


Groundwater 

Local government 
Community water system 
State 

Ground water 

Reported and accepted 
108 

35 


Yes 
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Treatment Objective 
Code: 
Treatment Objective: 


Treatment Plant City: 
Treatment Plant State: 
Treatment Plant Addr 1: 
Treatment Plant Addr 2: 
Treatment Plant Zip Code: 
Treatment Comments: 


Map Key Direction Distance (mi) 
22 NNW 0.98 
PWS ID: VA3800809 
Facility ID: 29410 
Facility Name: DRILLED WELL 
EPA Region Code: 03 

EPA Region: Region 3 
Season Begin Date: 01-01 
Season End Date: 12-31 
Deactivation Date: 23-JUN-09 
Fac Deactvtn Dt: - 

First Rptd Dt: 22-NOV-03 
Last Rptd Date: 20-AUG-09 
Primacy Agency: Virginia 

Is Source Ind: Yes 

Facility Type Cd: WL 

Facility Type Desc: Well 
Activity Status Cd: | 

Activity Status: Inactive 
Availability Code: S) 

Water Type Code: GW 

DBPR Schd Ctg Cd: - 

Facility Activity Cd: A 

Filtrtn Status Cd: - 

GW or SW Code: GW 

LT2 Sch Ctgry Cd: - 

Owner Type Code: P 

PWS Type Code: TNCWS 
Primcy Agency Cd: VA 

Primary Source Cd: GW 

Seller Treatmnt Cd: - 

Submsn Status Cd: Y 

Subms Sts Cd Vio: Y 

Is Grant Eligible: No 


Outstnding Perfrm: 
Outstndng Perf Dt: 


Distance (ft) 


5,196.21 


Pop Cat 11: 
Pop Cat 11 Cd: 
Pop Cat 2: 

Pop Cat 2 Cd: 
Pop Cat 3: 

Pop Cat 3 Cd: 
Pop Cat 4: 

Pop Cat 4 Cd: 
Pop Cat 5: 

Pop Cat 5 Cd: 
ORG Name: 
Admin Name: 
Phone No: 
Phone Ext No: 
Alt Phone No: 
Fax No: 

Email Addr: 
Aviblty Desc: 
Wir Tp Desc: 
DBPR Schd Ctg: 
Fac Activity: 
Filt Stat Desc: 
GW or SS: 

LT2 Sched Cig: 
Owner Type: 
PWS Type: 
Primacy Type: 
Primary Srce: 
Seller Trt Dsc: 
Sub Stat Dsc: 
Pop Srvd Cnt: 
Srvc Cnctn Cnt: 
Seller PWSID: 
Sllr PWS Nm: 


Elevation (ft) DB 


SDWIS 


<=100 

1 

<10,000 

1 

<=3300 

{ 

<10K 

{ 

<=500 

1 

PAYNE, GEOFF 
PAYNE, GEOFF 
757-539-881 1 


Seasonal 
Ground water 


Active 


Groundwater 

Private 

Transient non-community system 
State 

Ground water 

Reported and accepted 

100 

1 
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Schl or Dycare: No CDS ID: - 

Source Treated Ind: N Country Code: US 

Src Wir Protected: - Cntry Nm BTP: - 

Src Wtr Prot Dt: - State Code: VA 

NPM Candidate: No State Fac ID: WLO01 

Is Wholesaler: No Sub Quarter: 1 

Submission Year: 2016 Validity Ind: Yes 
Submission Yr Qrtr: 2016Q1 

--Details-- 

Treatment ID: - 

Treatment Process Code: - 

Treatment Process: - 

Treatment Objective - 

Code: 

Treatment Objective: - 

Treatment Plant City: - 

Treatment Plant State: - 

Treatment Plant Addr 1: - 

Treatment Plant Addr 2: - 

Treatment Plant Zip Code: - 

Treatment Comments: - 

Map Key Direction Distance (mi) Distance (ft) Elevation (ft) DB 
22 NNW 0.98 5,196.21 26.09 SDWIS 
PWS ID: VA3800809 Pop Cat 11: <=100 
Facility ID: 31788 Pop Cat 11 Cd: 1 

Facility Name: WELL 2 Pop Cat 2: <10,000 

EPA Region Code: 03 Pop Cat 2 Cd: 1 

EPA Region: Region 3 Pop Cat 3: <=3300 
Season Begin Date: 01-01 Pop Cat 3 Cd: 1 

Season End Date: 12-31 Pop Cat 4: <10K 
Deactivation Date: 23-JUN-09 Pop Cat 4 Cd: 1 

Fac Deactvtn Dt: - Pop Cat 5: <=500 

First Rptd Dt: 22-NOV-03 Pop Cat 5 Cd: 1 

Last Rptd Date: 20-AUG-09 ORG Name: PAYNE, GEOFF 
Primacy Agency: Virginia Admin Name: PAYNE, GEOFF 
Is Source Ind: Yes Phone No: 757-539-881 1 
Facility Type Cd: WL Phone Ext No: - 

Facility Type Desc: Well Alt Phone No: - 

Activity Status Cd: | Fax No: - 

Activity Status: Inactive Email Addr: - 

Availability Code: cS) Aviblty Desc: Seasonal 
Water Type Code: GW Wir Tp Desc: Ground water 
DBPR Schd Ctg Cd: - DBPR Schd Cig: - 

Facility Activity Cd: A Fac Activity: Active 
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Filtrtn Status Cd: 


Filt Stat Desc: 


GW or SW Code: GW GW or SS: Groundwater 
LT2 Sch Ctgry Cd: - LT2 Sched Cig: - 

Owner Type Code: P Owner Type: Private 

PWS Type Code: TNCWS PWS Type: Transient non-community system 
Primcy Agency Cd: VA Primacy Type: State 

Primary Source Cd: GW Primary Srce: Ground water 
Seller Treatmnt Cd: - Seller Trt Dsc: - 

Submsn Status Cd: Y Sub Stat Dsc: Reported and accepted 
Subms Sts Cd Vio: Y Pop Srvd Cnt: 100 

Is Grant Eligible: No Srvc Cnctn Cnt: 1 

Outstnding Perfrm: - Seller PWSID: - 

Outstndng Perf Dt: - Sllr PWS Nm: - 

Schl or Dycare: No CDS ID: - 

Source Treated Ind: N Country Code: US 

Src Wir Protected: - Cntry Nm BTP: - 

Src Wtr Prot Dt: - State Code: VA 

NPM Candidate: No State Fac ID: WLO02 

Is Wholesaler: No Sub Quarter: 1 

Submission Year: 2016 Validity Ind: Yes 
Submission Yr Qrtr: 2016Q1 

--Details-- 

Treatment ID: - 

Treatment Process Code: - 

Treatment Process: - 

Treatment Objective - 

Code: 

Treatment Objective: - 

Treatment Plant City: - 

Treatment Plant State: - 

Treatment Plant Addr 1: - 

Treatment Plant Addr 2: - 

Treatment Plant Zip Code: - 

Treatment Comments: - 

Map Key Direction Distance (mi) Distance (ft) Elevation (ft) DB 
22 NNW 0.98 5,196.21 SDWIS 
PWS ID: VA3800809 Pop Cat 11: <=100 
Facility ID: 29414 Pop Cat 11 Cd: 1 

Facility Name: ENTRY POINT 1 Pop Cat 2: <10,000 

EPA Region Code: 03 Pop Cat 2 Cd: 1 

EPA Region: Region 3 Pop Cat 3: <=3300 
Season Begin Date: 01-01 Pop Cat 3 Cd: 1 

Season End Date: 12-31 Pop Cat 4: <10K 
Deactivation Date: 23-JUN-09 Pop Cat 4 Cd: 1 
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Fac Deactvtn Dt: - Pop Cat 5: <=500 

First Rptd Dt: 22-NOV-03 Pop Cat 5 Cd: 1 

Last Rptd Date: 20-AUG-09 ORG Name: PAYNE, GEOFF 
Primacy Agency: Virginia Admin Name: PAYNE, GEOFF 
Is Source Ind: No Phone No: 757-539-881 1 
Facility Type Cd: Ss Phone Ext No: - 

Facility Type Desc: Sampling Station Alt Phone No: - 

Activity Status Cd: | Fax No: - 

Activity Status: Inactive Email Addr: - 

Availability Code: 2 Aviblty Desc: - 

Water Type Code: - Wir Tp Desc: - 

DBPR Schd Ctg Cd: - DBPR Schd Ctg: - 

Facility Activity Cd: A Fac Activity: Active 

Filtrtn Status Cd: - Filt Stat Desc: - 

GW or SW Code: GW GW or SS: Groundwater 
LT2 Sch Ctgry Cd: - LT2 Sched Cig: - 

Owner Type Code: P Owner Type: Private 

PWS Type Code: TNCWS PWS Type: Transient non-community system 
Primcy Agency Cd: VA Primacy Type: State 

Primary Source Cd: GW Primary Srce: Ground water 
Seller Treatmnt Cd: - Seller Trt Dsc: - 

Submsn Status Cd: Y Sub Stat Dsc: Reported and accepted 
Subms Sts Cd Vio: Y Pop Srvd Cnt: 100 

Is Grant Eligible: No Srvc Cnctn Cnt: 1 

Outstnding Perfrm: - Seller PWSID: - 

Outstndng Perf Dt: - Sllr PWS Nm: - 

Schl or Dycare: No CDS ID: - 

Source Treated Ind: - Country Code: US 

Src Wtr Protected: - Cntry Nm BTP: - 

Src Wtr Prot Dt: - State Code: VA 

NPM Candidate: No State Fac ID: EP001 

Is Wholesaler: No Sub Quarter: 1 

Submission Year: 2016 Validity Ind: Yes 

Submission Yr Qrtr: 2016Q1 


--Details-- 
Treatment ID: 


Treatment Process Code: 


Treatment Process: 


Treatment Objective 
Code: 
Treatment Objective: 


Treatment Plant City: - 
Treatment Plant State: - 
Treatment Plant Addr 1: - 
Treatment Plant Addr 2: - 
Treatment Plant Zip Code: - 
Treatment Comments: - 
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Map Key Direction Distance (mi) Distance (ft) Elevation (ft) DB 
22 NNW 0.98 5,196.21 26.09 SDWIS 
PWS ID: VA3800809 Pop Cat 11: <=100 

Facility ID: 29411 Pop Cat 11 Cd: 1 

Facility Name: HYDROPNEUMATIC TANKS [2] Pop Cat 2: <10,000 

EPA Region Code: 03 Pop Cat 2 Cd: 1 

EPA Region: Region 3 Pop Cat 3: <=3300 

Season Begin Date: 01-01 Pop Cat 3 Cd: 1 

Season End Date: 12-31 Pop Cat 4: <10K 
Deactivation Date: 23-JUN-09 Pop Cat 4 Cd: 1 

Fac Deactvtn Dt: - Pop Cat 5: <=500 

First Rptd Dt: 22-NOV-03 Pop Cat 5 Cd: 1 

Last Rptd Date: 20-AUG-09 ORG Name: PAYNE, GEOFF 
Primacy Agency: Virginia Admin Name: PAYNE, GEOFF 
Is Source Ind: No Phone No: 757-539-881 1 
Facility Type Cd: ST Phone Ext No: - 

Facility Type Desc: Storage Alt Phone No: - 

Activity Status Cd: | Fax No: - 

Activity Status: Inactive Email Addr: - 

Availability Code: - Aviblty Desc: - 

Water Type Code: - Wir Tp Desc: - 

DBPR Schd Ctg Cd: - DBPR Schd Ctg: - 

Facility Activity Cd: A Fac Activity: Active 

Filtrtn Status Cd: - Filt Stat Desc: - 

GW or SW Code: GW GW or SS: Groundwater 
LT2 Sch Ctgry Cd: - LT2 Sched Cig: - 

Owner Type Code: P Owner Type: Private 

PWS Type Code: TNCWS PWS Type: Transient non-community system 
Primcy Agency Cd: VA Primacy Type: State 

Primary Source Cd: GW Primary Srce: Ground water 
Seller Treatmnt Cd: - Seller Trt Dsc: - 

Submsn Status Cd: Y Sub Stat Dsc: Reported and accepted 
Subms Sts Cd Vio: Y Pop Srvd Cnt: 100 

Is Grant Eligible: No Srvc Cnctn Cnt: 1 

Outstnding Perfrm: - Seller PWSID: - 

Outstndng Perf Dt: - Sllr PWS Nm: - 

Schl or Dycare: No CDS ID: - 

Source Treated Ind: - Country Code: US 

Src Wtr Protected: - Cntry Nm BTP: - 

Src Wtr Prot Dt: - State Code: VA 

NPM Candidate: No State Fac ID: ST001 

Is Wholesaler: No Sub Quarter: 1 

Submission Year: 2016 Validity Ind: Yes 

Submission Yr Qrtr: 2016Q1 
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--Details-- 

Treatment ID: 

Treatment Process Code: 
Treatment Process: 


Treatment Objective 
Code: 
Treatment Objective: 


Treatment Plant City: 
Treatment Plant State: 
Treatment Plant Addr 1: 
Treatment Plant Addr 2: 
Treatment Plant Zip Code: 
Treatment Comments: 


Map Key Direction Distance (mi) 
22 NNW 0.98 

PWS ID: VA3800809 

Facility ID: 29833 


Facility Name: 

EPA Region Code: 
EPA Region: 
Season Begin Date: 
Season End Date: 
Deactivation Date: 
Fac Deactvtn Dt: 
First Rptd Dt: 

Last Rptd Date: 
Primacy Agency: 

Is Source Ind: 
Facility Type Cd: 
Facility Type Desc: 
Activity Status Cd: 
Activity Status: 
Availability Code: 
Water Type Code: 
DBPR Schd Ctg Cd: 
Facility Activity Cd: 
Filtrtn Status Cd: 
GW or SW Code: 
LT2 Sch Ctgry Cd: 
Owner Type Code: 
PWS Type Code: 
Primcy Agency Cd: 
Primary Source Cd: 
Seller Treatmnt Cd: 


DISTRIBUTION SYSTEM 
03 

Region 3 

01-01 

12-31 

23-JUN-09 


22-NOV-03 

20-AUG-09 

Virginia 

No 

DS 

Distribution System/Zone 
| 

Inactive 


Distance (ft) 


5,196.21 


Pop Cat 11: 
Pop Cat 11 Cd: 
Pop Cat 2: 
Pop Cat 2 Cd: 
Pop Cat 3: 
Pop Cat 3 Cd: 
Pop Cat 4: 
Pop Cat 4 Cd: 
Pop Cat 5: 
Pop Cat 5 Cd: 
ORG Name: 
Admin Name: 
Phone No: 
Phone Ext No: 
Alt Phone No: 
Fax No: 

Email Addr: 
Aviblty Desc: 
Wir Tp Desc: 


DBPR Schd Ctg: 


Fac Activity: 
Filt Stat Desc: 
GW or SS: 

LT2 Sched Cig: 
Owner Type: 
PWS Type: 
Primacy Type: 
Primary Srce: 
Seller Trt Dsc: 


Elevation (ft) DB 


SDWIS 


<=100 

1 

<10,000 

1 

<=3300 

1 

<10K 

1 

<=500 

1 

PAYNE, GEOFF 
PAYNE, GEOFF 
757-539-881 1 


Active 


Groundwater 

Private 

Transient non-community system 
State 

Ground water 
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Submsn Status Cd: Y Sub Stat Dsc: Reported and accepted 
Subms Sts Cd Vio: Y Pop Srvd Cnt: 100 

Is Grant Eligible: No Srvc Cnctn Cnt: 1 
Outstnding Perfrm: - Seller PWSID: - 
Outstndng Perf Dt: - Sllr PWS Nm: - 

Schl or Dycare: No CDS ID: - 
Source Treated Ind: - Country Code: US 
Src Wir Protected: - Cntry Nm BTP: - 

Src Wtr Prot Dt: - State Code: VA 
NPM Candidate: No State Fac ID: DSo0o1 
Is Wholesaler: No Sub Quarter: 1 
Submission Year: 2016 Validity Ind: Yes 


Submission Yr Qrtr: 2016Q1 
--Details-- 

Treatment ID: - 
Treatment Process Code: - 
Treatment Process: - 


Treatment Objective - 
Code: 
Treatment Objective: - 


Treatment Plant City: - 
Treatment Plant State: - 
Treatment Plant Addr 1: - 
Treatment Plant Addr 2: - 
Treatment Plant Zip Code: - 
Treatment Comments: - 


USGS National Water Information System 


Map Key Direction Distance (mi) Distance (ft) Elevation (ft) DB 
1 SW 0.02 118.74 7.18 FED USGS 
Organiz Identifier: USGS-VA Formation Type: 
Organiz Name: USGS Virginia Water Science Aquifer Name: 
Center 
Well Depth: Aquifer Type: 
Well Depth Unit: Country Code: US 
Well Hole Depth: Provider Name: NWIS 
W Hole Depth Unit: County: SUFFOLK 
Construction Date: Latitude: 36.7391111 
Source Map Scale: 24000 Longitude: -76.58275 


NANSEMOND RIVER AT ROUTE 460 AT SUFFOLK, VA 
USGS-02042822 
Stream: Tidal stream 


Monitoring Loc Name: 
Monitoring Loc Identifier: 
Monitoring Loc Type: 
Monitoring Loc Desc: 
HUC Eight Digit Code: 
Drainage Area: 


02080208 


Drainage Area Unit: 
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Contrib Drainage Area: 


Contrib Drainage Area 
Unit: 

Horizontal Accuracy: 
Horizontal Accuracy Unit: 


Horizontal Collection 
Mthd: 

Horiz Coord Refer 
System: 

Vertical Measure: 


Vertical Measure Unit: 
Vertical Accuracy: 
Vertical Accuracy Unit: 
Vertical Collection Mthd: 


1 
seconds 


Mapping grade GPS unit (handheld accuracy range 12 to 40 ft) 


NAD83 


0.00 
feet 
12 
feet 


GNSS2 - Level 2 Quality Survey Grade Global Navigation Satellite System 


Vert Coord Refer System: NAVD88 
Map Key Direction Distance (mi) Distance (ft) Elevation (ft) DB 
2 NW 0.30 1,605.92 36.66 FED USGS 
Organiz Identifier: USGS-VA Formation Type: 
Organiz Name: USGS Virginia Water Science Aquifer Name: 
Center 
Well Depth: 643 Aquifer Type: 
Well Depth Unit: ft Country Code: US 
Well Hole Depth: 643 Provider Name: NWIS 
W Hole Depth Unit: ft County: SUFFOLK 
Construction Date: Latitude: 36.7457051 
Source Map Scale: 24000 Longitude: -76.5832843 
Monitoring Loc Name: 58B 3 


Monitoring Loc Identifier: 
Monitoring Loc Type: 
Monitoring Loc Desc: 
HUC Eight Digit Code: 
Drainage Area: 
Drainage Area Unit: 
Contrib Drainage Area: 


Contrib Drainage Area 
Unit: 
Horizontal Accuracy: 


Horizontal Accuracy Unit: 


Horizontal Collection 
Mthd: 

Horiz Coord Refer 
System: 

Vertical Measure: 


Vertical Measure Unit: 
Vertical Accuracy: 
Vertical Accuracy Unit: 
Vertical Collection Mthd: 
Vert Coord Refer System: 


USGS-374444076350101 
Well 


02080208 


1 
seconds 
Interpolated from MAP. 


NAD83 


7.00 
feet 
2.5 
feet 


Interpolated from topographic map. 


NGVD29 
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Map Key Direction Distance (mi) Distance (ft) Elevation (ft) DB 
3 NE 0.33 1,762.32 20.37 FED USGS 
Organiz Identifier: USGS-VA Formation Type: Upper Chesapeake Group 
Organiz Name: USGS Virginia Water Science Aquifer Name: 
Center 
Well Depth: 21.3 Aquifer Type: Unconfined single aquifer 
Well Depth Unit: ft Country Code: US 
Well Hole Depth: Provider Name: NWIS 
W Hole Depth Unit: County: SUFFOLK 
Construction Date: Latitude: 36.7484828 
Source Map Scale: 24000 Longitude: -76.5724505 
Monitoring Loc Name: 57C 20 
Monitoring Loc Identifier: USGS-364454076342201 
Monitoring Loc Type: Well 
Monitoring Loc Desc: 
HUC Eight Digit Code: 02080208 
Drainage Area: 
Drainage Area Unit: 
Contrib Drainage Area: 
Contrib Drainage Area 
Unit: 
Horizontal Accuracy: 1 
Horizontal Accuracy Unit: seconds 
Horizontal Collection Interpolated from MAP. 
Mthd: 
Horiz Coord Refer NAD83 
System: 
Vertical Measure: 75.00 
Vertical Measure Unit: feet 
Vertical Accuracy: 2.5 
Vertical Accuracy Unit: feet 
Vertical Collection Mthd: Interpolated from topographic map. 
Vert Coord Refer System: NGVD29 
Map Key Direction Distance (mi) Distance (ft) Elevation (ft) DB 
4 NW 0.52 2,729.89 32.98 FED USGS 
Organiz Identifier: USGS-VA Formation Type: Patapsco Formation 
Organiz Name: USGS Virginia Water Science Aquifer Name: 
Center 
Well Depth: 830 Aquifer Type: Confined single aquifer 
Well Depth Unit: ft Country Code: US 
Well Hole Depth: 830 Provider Name: NWIS 
W Hole Depth Unit: ft County: SUFFOLK 
Construction Date: 20031201 Latitude: 36.747844 
Source Map Scale: 24000 Longitude: -76.58669 
Monitoring Loc Name: 58B278 
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Monitoring Loc Identifier: 
Monitoring Loc Type: 
Monitoring Loc Desc: 
HUC Eight Digit Code: 
Drainage Area: 
Drainage Area Unit: 
Contrib Drainage Area: 


Contrib Drainage Area 
Unit: 
Horizontal Accuracy: 


Horizontal Accuracy Unit: 


Horizontal Collection 
Mthd: 

Horiz Coord Refer 
System: 

Vertical Measure: 


Vertical Measure Unit: 
Vertical Accuracy: 
Vertical Accuracy Unit: 
Vertical Collection Mthd: 


USGS-364452076351301 
Well 


02080208 


01 
seconds 


Mapping grade GPS unit (handheld accuracy range 12 to 40 ft) 


NAD83 


30 
feet 
1 
feet 


Interpolated from topographic map. 


Vert Coord Refer System: NGVD29 

Map Key Direction Distance (mi) Distance (ft) Elevation (ft) DB 
5 NW 0.52 2,759.07 33.11 FED USGS 
Organiz Identifier: USGS-VA Formation Type: Patapsco Formation 


Organiz Name: 


Well Depth: 

Well Depth Unit: 

Well Hole Depth: 

W Hole Depth Unit: 
Construction Date: 
Source Map Scale: 
Monitoring Loc Name: 
Monitoring Loc Identifier: 
Monitoring Loc Type: 
Monitoring Loc Desc: 
HUC Eight Digit Code: 
Drainage Area: 
Drainage Area Unit: 
Contrib Drainage Area: 


Contrib Drainage Area 
Unit: 
Horizontal Accuracy: 


Horizontal Accuracy Unit: 


Horizontal Collection 
Mthd: 

Horiz Coord Refer 
System: 


USGS Virginia Water Science 
Center 
820 


ft 

1008 

ft 

20031201 

24000 

58B277 
USGS-364452076351 402 
Well 


02080208 


01 
seconds 


Aquifer Name: 


Aquifer Type: 
Country Code: 
Provider Name: 
County: 
Latitude: 
Longitude: 


Mapping grade GPS unit (handheld accuracy range 12 to 40 ft) 


NAD83 


Confined single aquifer 
US 

NWIS 

SUFFOLK 

36.7478662 
-76.586851 1 
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Vertical Measure: 
Vertical Measure Unit: 
Vertical Accuracy: 
Vertical Accuracy Unit: 
Vertical Collection Mthd: 


30 

feet 

1 

feet 

Interpolated from topographic map. 


Vert Coord Refer System: NGVD29 
Map Key Direction Distance (mi) Distance (ft) Elevation (ft) DB 
6 NW 0.53 2,784.82 33.80 FED USGS 
Organiz Identifier: USGS-VA Formation Type: 
Organiz Name: USGS Virginia Water Science Aquifer Name: 
Center 
Well Depth: 1010 Aquifer Type: 
Well Depth Unit: ft Country Code: US 
Well Hole Depth: 1016 Provider Name: NWIS 
W Hole Depth Unit: ft County: SUFFOLK 
Construction Date: Latitude: 36.7479273 
Source Map Scale: 24000 Longitude: -76.5868955 
Monitoring Loc Name: 58B115 
Monitoring Loc Identifier: USGS-364452076351401 
Monitoring Loc Type: Well 
Monitoring Loc Desc: 
HUC Eight Digit Code: 02080208 
Drainage Area: 
Drainage Area Unit: 
Contrib Drainage Area: 
Contrib Drainage Area 
Unit: 
Horizontal Accuracy: 1 
Horizontal Accuracy Unit: seconds 
Horizontal Collection Interpolated from MAP. 
Mthd: 
Horiz Coord Refer NAD83 
System: 
Vertical Measure: 30.00 
Vertical Measure Unit: feet 
Vertical Accuracy: 2.5 
Vertical Accuracy Unit: feet 
Vertical Collection Mthd: Interpolated from topographic map. 
Vert Coord Refer System: NGVD29 
Map Key Direction Distance (mi) Distance (ft) Elevation (ft) DB 
7 NW 0.55 2,886.08 27.33 FED USGS 
Organiz Identifier: USGS-VA Formation Type: Patapsco Formation 


Organiz Name: 


USGS Virginia Water Science 
Center 


Aquifer Name: 
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Well Depth: 717 Aquifer Type: Confined single aquifer 
Well Depth Unit: ft Country Code: US 
Well Hole Depth: 717 Provider Name: NWIS 
W Hole Depth Unit: ft County: SUFFOLK 
Construction Date: Latitude: 36.7473718 
Source Map Scale: 24000 Longitude: -76.5885623 
Monitoring Loc Name: 58B 2 
Monitoring Loc Identifier: USGS-364450076351801 
Monitoring Loc Type: Well 
Monitoring Loc Desc: 
HUC Eight Digit Code: 02080208 
Drainage Area: 
Drainage Area Unit: 
Contrib Drainage Area: 
Contrib Drainage Area 
Unit: 
Horizontal Accuracy: 1 
Horizontal Accuracy Unit: seconds 
Horizontal Collection Interpolated from MAP. 
Mthd: 
Horiz Coord Refer NAD83 
System: 
Vertical Measure: 20.00 
Vertical Measure Unit: feet 
Vertical Accuracy: 2.5 
Vertical Accuracy Unit: feet 
Vertical Collection Mthd: Interpolated from topographic map. 
Vert Coord Refer System: NGVD29 
Map Key Direction Distance (mi) Distance (ft) Elevation (ft) DB 
8 NNW 0.65 3,430.16 33.93 FED USGS 
Organiz Identifier: USGS-VA Formation Type: 
Organiz Name: USGS Virginia Water Science Aquifer Name: 
Center 
Well Depth: 800 Aquifer Type: 
Well Depth Unit: ft Country Code: US 
Well Hole Depth: 1302 Provider Name: NWIS 
W Hole Depth Unit: ft County: SUFFOLK 
Construction Date: Latitude: 36.7504273 
Source Map Scale: 24000 Longitude: -76.5855066 
Monitoring Loc Name: 58C 15 


Monitoring Loc Identifier: 
Monitoring Loc Type: 
Monitoring Loc Desc: 
HUC Eight Digit Code: 
Drainage Area: 
Drainage Area Unit: 
Contrib Drainage Area: 


USGS-364501076350905 
Well 


02080208 
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Contrib Drainage Area 
Unit: 

Horizontal Accuracy: 
Horizontal Accuracy Unit: 


Horizontal Collection 
Mthd: 

Horiz Coord Refer 
System: 

Vertical Measure: 


Vertical Measure Unit: 
Vertical Accuracy: 
Vertical Accuracy Unit: 
Vertical Collection Mthd: 


{ 
seconds 
Interpolated from MAP. 


NAD83 


35.00 
feet 

5 
feet 


Interpolated from topographic map. 


Vert Coord Refer System: NGVD29 
Map Key Direction Distance (mi) Distance (ft) Elevation (ft) DB 
8 NNW 0.65 3,430.16 33.93 FED USGS 
Organiz Identifier: USGS-VA Formation Type: 
Organiz Name: USGS Virginia Water Science Aquifer Name: 
Center 
Well Depth: 990 Aquifer Type: 
Well Depth Unit: ft Country Code: US 
Well Hole Depth: 1302 Provider Name: NWIS 
W Hole Depth Unit: ft County: SUFFOLK 
Construction Date: Latitude: 36.7504273 
Source Map Scale: 24000 Longitude: -76.5855066 
Monitoring Loc Name: 58C 13 
Monitoring Loc Identifier: USGS-364501076350903 
Monitoring Loc Type: Well 
Monitoring Loc Desc: 
HUC Eight Digit Code: 02080208 
Drainage Area: 
Drainage Area Unit: 
Contrib Drainage Area: 
Contrib Drainage Area 
Unit: 
Horizontal Accuracy: 1 
Horizontal Accuracy Unit: seconds 
Horizontal Collection Interpolated from MAP. 
Mthd: 
Horiz Coord Refer NAD83 
System: 
Vertical Measure: 35.00 
Vertical Measure Unit: feet 
Vertical Accuracy: 5 
Vertical Accuracy Unit: feet 
Vertical Collection Mthd: Interpolated from topographic map. 
Vert Coord Refer System: NGVD29 
Map Key Direction Distance (mi) Distance (ft) Elevation (ft) DB 
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8 NNW 0.65 3,430.16 33.93 FED USGS 
Organiz Identifier: USGS-VA Formation Type: 
Organiz Name: USGS Virginia Water Science Aquifer Name: 

Center 
Well Depth: 1260 Aquifer Type: 
Well Depth Unit: ft Country Code: US 
Well Hole Depth: 1302 Provider Name: NWIS 
W Hole Depth Unit: ft County: SUFFOLK 
Construction Date: Latitude: 36.7504273 
Source Map Scale: 24000 Longitude: -76.5855066 
Monitoring Loc Name: 58C 11 
Monitoring Loc Identifier: USGS-364501076350901 
Monitoring Loc Type: Well 


Monitoring Loc Desc: 

HUC Eight Digit Code: 02080208 
Drainage Area: 

Drainage Area Unit: 

Contrib Drainage Area: 

Contrib Drainage Area 


Unit: 

Horizontal Accuracy: 5 

Horizontal Accuracy Unit: seconds 

Horizontal Collection Interpolated from MAP. 
Mthd: 

Horiz Coord Refer NAD83 

System: 

Vertical Measure: 35.00 

Vertical Measure Unit: feet 

Vertical Accuracy: 5 

Vertical Accuracy Unit: feet 

Vertical Collection Mthd: Interpolated from topographic map. 


Vert Coord Refer System: NGVD29 


Map Key Direction Distance (mi) Distance (ft) Elevation (ft) DB 
8 NNW 0.65 3,430.16 33.93 FED USGS 
Organiz Identifier: USGS-VA Formation Type: 
Organiz Name: USGS Virginia Water Science Aquifer Name: 
Center 
Well Depth: 1100 Aquifer Type: 
Well Depth Unit: ft Country Code: US 
Well Hole Depth: 1302 Provider Name: NWIS 
W Hole Depth Unit: ft County: SUFFOLK 
Construction Date: Latitude: 36.7504273 
Source Map Scale: 24000 Longitude: -76.5855066 
Monitoring Loc Name: 58C 12 


Monitoring Loc Identifier: USGS-364501076350902 
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Monitoring Loc Type: 
Monitoring Loc Desc: 
HUC Eight Digit Code: 
Drainage Area: 
Drainage Area Unit: 
Contrib Drainage Area: 


Contrib Drainage Area 
Unit: 
Horizontal Accuracy: 


Horizontal Accuracy Unit: 


Horizontal Collection 
Mthd: 

Horiz Coord Refer 
System: 

Vertical Measure: 


Vertical Measure Unit: 
Vertical Accuracy: 
Vertical Accuracy Unit: 
Vertical Collection Mthd: 


Well 


02080208 


{ 
seconds 
Interpolated from MAP. 


NAD83 


35.00 
feet 

5 

feet 


Interpolated from topographic map. 


Vert Coord Refer System: NGVD29 
Map Key Direction Distance (mi) Distance (ft) Elevation (ft) DB 
8 NNW 0.65 3,430.16 33.93 FED USGS 
Organiz Identifier: USGS-VA Formation Type: 
Organiz Name: USGS Virginia Water Science Aquifer Name: 
Center 
Well Depth: 885 Aquifer Type: 
Well Depth Unit: ft Country Code: US 
Well Hole Depth: 1302 Provider Name: NWIS 
W Hole Depth Unit: ft County: SUFFOLK 
Construction Date: Latitude: 36.7504273 
Source Map Scale: 24000 Longitude: -76.5855066 
Monitoring Loc Name: 58C 14 


Monitoring Loc Identifier: 
Monitoring Loc Type: 
Monitoring Loc Desc: 
HUC Eight Digit Code: 
Drainage Area: 
Drainage Area Unit: 
Contrib Drainage Area: 


Contrib Drainage Area 
Unit: 
Horizontal Accuracy: 


Horizontal Accuracy Unit: 


Horizontal Collection 
Mthd: 

Horiz Coord Refer 
System: 

Vertical Measure: 


USGS-36450 1076350904 
Well 


02080208 


1 
seconds 
Interpolated from MAP. 


NAD83 


35.00 
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Vertical Measure Unit: 
Vertical Accuracy: 
Vertical Accuracy Unit: 
Vertical Collection Mthd: 


feet 
5 
feet 


Interpolated from topographic map. 


Vert Coord Refer System: NGVD29 
Map Key Direction Distance (mi) Distance (ft) Elevation (ft) DB 
9 NNW 0.71 3,741.02 28.03 FED USGS 
Organiz Identifier: USGS-VA Formation Type: 
Organiz Name: USGS Virginia Water Science Aquifer Name: 
Center 
Well Depth: 1012 Aquifer Type: 
Well Depth Unit: ft Country Code: US 
Well Hole Depth: 1019 Provider Name: NWIS 
W Hole Depth Unit: ft County: SUFFOLK 
Construction Date: Latitude: 36.7520939 
Source Map Scale: 24000 Longitude: -76.5838399 
Monitoring Loc Name: 58C 16 
Monitoring Loc Identifier: USGS-364507076350301 
Monitoring Loc Type: Well 
Monitoring Loc Desc: 
HUC Eight Digit Code: 02080208 
Drainage Area: 
Drainage Area Unit: 
Contrib Drainage Area: 
Contrib Drainage Area 
Unit: 
Horizontal Accuracy: 1 
Horizontal Accuracy Unit: seconds 
Horizontal Collection Interpolated from MAP. 
Mthd: 
Horiz Coord Refer NAD83 
System: 
Vertical Measure: 32.00 
Vertical Measure Unit: feet 
Vertical Accuracy: 5 
Vertical Accuracy Unit: feet 
Vertical Collection Mthd: Interpolated from topographic map. 
Vert Coord Refer System: NGVD29 
Map Key Direction Distance (mi) Distance (ft) Elevation (ft) DB 
10 ENE 0.54 2,861.51 1.40 FED USGS 
Organiz Identifier: USGS-VA Formation Type: 
Organiz Name: USGS Virginia Water Science Aquifer Name: 
Center 
Well Depth: 26 Aquifer Type: 
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Well Depth Unit: 

Well Hole Depth: 

W Hole Depth Unit: 
Construction Date: 
Source Map Scale: 
Monitoring Loc Name: 
Monitoring Loc Identifier: 
Monitoring Loc Type: 
Monitoring Loc Desc: 
HUC Eight Digit Code: 
Drainage Area: 
Drainage Area Unit: 
Contrib Drainage Area: 


Contrib Drainage Area 
Unit: 

Horizontal Accuracy: 
Horizontal Accuracy Unit: 


Horizontal Collection 
Mthd: 

Horiz Coord Refer 
System: 

Vertical Measure: 


Vertical Measure Unit: 
Vertical Accuracy: 
Vertical Accuracy Unit: 
Vertical Collection Mthd: 


ft 
26 
ft 


24000 

58B109 
USGS-364443076335702 
Well 


03010205 


{ 
seconds 
Interpolated from MAP. 


NAD83 


53.00 
feet 
2.5 
feet 


Country Code: 
Provider Name: 
County: 
Latitude: 
Longitude: 


Interpolated from topographic map. 


US 

NWIS 
SUFFOLK 
36.7454273 
-76.5655058 


Vert Coord Refer System: 


NGVD29 
Map Key Direction Distance (mi) 
10 ENE 0.54 
Organiz Identifier: USGS-VA 


Organiz Name: 


Well Depth: 

Well Depth Unit: 

Well Hole Depth: 

W Hole Depth Unit: 
Construction Date: 
Source Map Scale: 
Monitoring Loc Name: 
Monitoring Loc Identifier: 
Monitoring Loc Type: 
Monitoring Loc Desc: 
HUC Eight Digit Code: 
Drainage Area: 
Drainage Area Unit: 
Contrib Drainage Area: 
Contrib Drainage Area 


USGS Virginia Water Science 
Center 
28.9 


ft 
28.9 
ft 


24000 

58B108 
USGS-364443076335701 
Well 


03010205 


Distance (ft) 


2,861.51 


Formation Type: 
Aquifer Name: 


Aquifer Type: 
Country Code: 
Provider Name: 
County: 
Latitude: 
Longitude: 


Elevation (ft) DB 


1.40 FED USGS 


US 

NWIS 
SUFFOLK 
36.7454273 
-76.5655058 
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Unit: 
Horizontal Accuracy: 
Horizontal Accuracy Unit: 


Horizontal Collection 
Mthd: 

Horiz Coord Refer 
System: 

Vertical Measure: 


Vertical Measure Unit: 
Vertical Accuracy: 
Vertical Accuracy Unit: 
Vertical Collection Mthd: 


{ 
seconds 
Interpolated from MAP. 


NAD83 


53.00 
feet 
2.5 
feet 


Interpolated from topographic map. 


Vert Coord Refer System: NGVD29 
Map Key Direction Distance (mi) Distance (ft) Elevation (ft) DB 
11 ENE 0.55 2,901.13 1.43 FED USGS 
Organiz Identifier: USGS-VA Formation Type: 
Organiz Name: USGS Virginia Water Science Aquifer Name: 
Center 
Well Depth: 36 Aquifer Type: 
Well Depth Unit: ft Country Code: US 
Well Hole Depth: 36 Provider Name: NWIS 
W Hole Depth Unit: ft County: SUFFOLK 
Construction Date: Latitude: 36.7459829 
Source Map Scale: 24000 Longitude: -76.5655058 
Monitoring Loc Name: 58B110 
Monitoring Loc Identifier: USGS-364445076335701 
Monitoring Loc Type: Well 
Monitoring Loc Desc: 
HUC Eight Digit Code: 03010205 
Drainage Area: 
Drainage Area Unit: 
Contrib Drainage Area: 
Contrib Drainage Area 
Unit: 
Horizontal Accuracy: 1 
Horizontal Accuracy Unit: seconds 
Horizontal Collection Interpolated from MAP. 
Mthd: 
Horiz Coord Refer NAD83 
System: 
Vertical Measure: 53.00 
Vertical Measure Unit: feet 
Vertical Accuracy: 03 
Vertical Accuracy Unit: feet 
Vertical Collection Mthd: Interpolated from topographic map. 
Vert Coord Refer System: NGVD29 
Map Key Direction Distance (mi) Distance (ft) Elevation (ft) DB 
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11 ENE 0.55 2,901.13 1.43 FED USGS 
Organiz Identifier: USGS-VA Formation Type: 
Organiz Name: USGS Virginia Water Science Aquifer Name: 

Center 
Well Depth: 25.2 Aquifer Type: 
Well Depth Unit: ft Country Code: US 
Well Hole Depth: 25.2 Provider Name: NWIS 
W Hole Depth Unit: ft County: SUFFOLK 
Construction Date: Latitude: 36.7459829 
Source Map Scale: 24000 Longitude: -76.5655058 
Monitoring Loc Name: 58B111 
Monitoring Loc Identifier: USGS-364445076335702 
Monitoring Loc Type: Well 


Monitoring Loc Desc: 

HUC Eight Digit Code: 03010205 
Drainage Area: 

Drainage Area Unit: 

Contrib Drainage Area: 

Contrib Drainage Area 


Unit: 

Horizontal Accuracy: 1 

Horizontal Accuracy Unit: seconds 

Horizontal Collection Interpolated from MAP. 
Mthd: 

Horiz Coord Refer NAD83 

System: 

Vertical Measure: 53.00 

Vertical Measure Unit: feet 

Vertical Accuracy: 2.5 

Vertical Accuracy Unit: feet 

Vertical Collection Mthd: Interpolated from topographic map. 


Vert Coord Refer System: NGVD29 


Map Key Direction Distance (mi) Distance (ft) Elevation (ft) DB 
13 N 0.65 3,423.18 14.28 FED USGS 
Organiz Identifier: USGS-VA Formation Type: 
Organiz Name: USGS Virginia Water Science Aquifer Name: 
Center 
Well Depth: 234 Aquifer Type: 
Well Depth Unit: ft Country Code: US 
Well Hole Depth: Provider Name: NWIS 
W Hole Depth Unit: County: SUFFOLK 
Construction Date: Latitude: 36.7534828 
Source Map Scale: 24000 Longitude: -76.5766174 
Monitoring Loc Name: 58C 55 


Monitoring Loc Identifier: USGS-3645 12076343704 
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Monitoring Loc Type: 
Monitoring Loc Desc: 
HUC Eight Digit Code: 
Drainage Area: 
Drainage Area Unit: 
Contrib Drainage Area: 


Contrib Drainage Area 
Unit: 
Horizontal Accuracy: 


Horizontal Accuracy Unit: 


Horizontal Collection 
Mthd: 

Horiz Coord Refer 
System: 

Vertical Measure: 


Vertical Measure Unit: 
Vertical Accuracy: 
Vertical Accuracy Unit: 
Vertical Collection Mthd: 


Well 


02080208 


{ 
seconds 
Interpolated from MAP. 


NAD83 


8.00 

feet 

5 

feet 

Interpolated from topographic map. 


Vert Coord Refer System: NGVD29 

Map Key Direction Distance (mi) Distance (ft) Elevation (ft) DB 
13 N 0.65 3,423.18 14.28 FED USGS 
Organiz Identifier: USGS-VA Formation Type: Patapsco Formation 


Organiz Name: 


Well Depth: 

Well Depth Unit: 

Well Hole Depth: 

W Hole Depth Unit: 
Construction Date: 
Source Map Scale: 
Monitoring Loc Name: 
Monitoring Loc Identifier: 
Monitoring Loc Type: 
Monitoring Loc Desc: 
HUC Eight Digit Code: 
Drainage Area: 
Drainage Area Unit: 
Contrib Drainage Area: 


Contrib Drainage Area 
Unit: 
Horizontal Accuracy: 


Horizontal Accuracy Unit: 


Horizontal Collection 
Mthd: 

Horiz Coord Refer 
System: 

Vertical Measure: 


USGS Virginia Water Science Aquifer Name: 

Center 

896 Aquifer Type: 

ft Country Code: 

896 Provider Name: 

ft County: 
Latitude: 

24000 Longitude: 


58C 53 SOW 162B 
USGS-36451 2076343702 
Well 


02080208 


1 
seconds 
Interpolated from MAP. 


NAD83 


10.00 


US 

NWIS 
SUFFOLK 
36.7534828 
-76.5766174 
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Vertical Measure Unit: 
Vertical Accuracy: 
Vertical Accuracy Unit: 
Vertical Collection Mthd: 


feet 

5 

feet 

Interpolated from topographic map. 


Vert Coord Refer System: NGVD29 
Map Key Direction Distance (mi) Distance (ft) Elevation (ft) DB 
13 N 0.65 3,423.18 14.28 FED USGS 
Organiz Identifier: USGS-VA Formation Type: 
Organiz Name: USGS Virginia Water Science Aquifer Name: 
Center 
Well Depth: 879 Aquifer Type: 
Well Depth Unit: ft Country Code: US 
Well Hole Depth: 900 Provider Name: NWIS 
W Hole Depth Unit: ft County: SUFFOLK 
Construction Date: Latitude: 36.7534828 
Source Map Scale: 24000 Longitude: -76.5766174 
Monitoring Loc Name: 58C 54 
Monitoring Loc Identifier: USGS-3645 12076343703 
Monitoring Loc Type: Well 
Monitoring Loc Desc: 
HUC Eight Digit Code: 02080208 
Drainage Area: 
Drainage Area Unit: 
Contrib Drainage Area: 
Contrib Drainage Area 
Unit: 
Horizontal Accuracy: 1 
Horizontal Accuracy Unit: seconds 
Horizontal Collection Interpolated from MAP. 
Mthd: 
Horiz Coord Refer NAD83 
System: 
Vertical Measure: 10.00 
Vertical Measure Unit: feet 
Vertical Accuracy: 5 
Vertical Accuracy Unit: feet 
Vertical Collection Mthd: Interpolated from topographic map. 
Vert Coord Refer System: NGVD29 
Map Key Direction Distance (mi) Distance (ft) Elevation (ft) DB 
13 N 0.65 3,423.18 14.28 FED USGS 
Organiz Identifier: USGS-VA Formation Type: Patapsco Formation 


Organiz Name: 


Well Depth: 


USGS Virginia Water Science Aquifer Name: 
Center 
567 Aquifer Type: 
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Well Depth Unit: 

Well Hole Depth: 

W Hole Depth Unit: 
Construction Date: 
Source Map Scale: 
Monitoring Loc Name: 
Monitoring Loc Identifier: 
Monitoring Loc Type: 
Monitoring Loc Desc: 
HUC Eight Digit Code: 
Drainage Area: 
Drainage Area Unit: 
Contrib Drainage Area: 


Contrib Drainage Area 
Unit: 
Horizontal Accuracy: 


Horizontal Accuracy Unit: 


Horizontal Collection 
Mthd: 

Horiz Coord Refer 
System: 

Vertical Measure: 


Vertical Measure Unit: 
Vertical Accuracy: 
Vertical Accuracy Unit: 
Vertical Collection Mthd: 


ft Country Code: 

580 Provider Name: 

ft County: 
Latitude: 

24000 Longitude: 


58C 56 SOW 162D 
USGS-364512076343705 
Well 


02080208 


{ 
seconds 
Interpolated from MAP. 


NAD83 


10.00 

feet 

5 

feet 

Interpolated from topographic map. 


US 

NWIS 
SUFFOLK 
36.7534828 
-76.5766174 


Elevation (ft) DB 


14.28 FED USGS 


Vert Coord Refer System: NGVD29 

Map Key Direction Distance (mi) Distance (ft) 

13 N 0.65 3,423.18 

Organiz Identifier: USGS-VA Formation Type: 


Organiz Name: 


Well Depth: 

Well Depth Unit: 

Well Hole Depth: 

W Hole Depth Unit: 
Construction Date: 
Source Map Scale: 
Monitoring Loc Name: 
Monitoring Loc Identifier: 
Monitoring Loc Type: 
Monitoring Loc Desc: 
HUC Eight Digit Code: 
Drainage Area: 
Drainage Area Unit: 
Contrib Drainage Area: 
Contrib Drainage Area 


USGS Virginia Water Science Aquifer Name: 

Center 

1620 Aquifer Type: 

ft Country Code: 

1688 Provider Name: 

ft County: 
Latitude: 

24000 Longitude: 

58C 52 

USGS-36451 2076343701 

Well 

02080208 


Patuxent Formation 


US 

NWIS 
SUFFOLK 
36.7534828 
-76.5766174 
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Unit: 
Horizontal Accuracy: 
Horizontal Accuracy Unit: 


Horizontal Collection 
Mthd: 

Horiz Coord Refer 
System: 

Vertical Measure: 


Vertical Measure Unit: 
Vertical Accuracy: 
Vertical Accuracy Unit: 
Vertical Collection Mthd: 


{ 
seconds 
Interpolated from MAP. 


NAD83 


10.00 
feet 

5 

feet 


Interpolated from topographic map. 


Vert Coord Refer System: NGVD29 
Map Key Direction Distance (mi) Distance (ft) Elevation (ft) DB 
15 N 0.67 3,523.52 14.14 FED USGS 
Organiz Identifier: USGS-VA Formation Type: 
Organiz Name: USGS Virginia Water Science Aquifer Name: 
Center 
Well Depth: 1684 Aquifer Type: 
Well Depth Unit: ft Country Code: US 
Well Hole Depth: 1684 Provider Name: NWIS 
W Hole Depth Unit: ft County: SUFFOLK 
Construction Date: Latitude: 36.7537606 
Source Map Scale: 24000 Longitude: -76.5766174 
Monitoring Loc Name: 58C 50 
Monitoring Loc Identifier: USGS-36451 3076343701 
Monitoring Loc Type: Well 
Monitoring Loc Desc: 
HUC Eight Digit Code: 02080208 
Drainage Area: 
Drainage Area Unit: 
Contrib Drainage Area: 
Contrib Drainage Area 
Unit: 
Horizontal Accuracy: 1 
Horizontal Accuracy Unit: seconds 
Horizontal Collection Interpolated from MAP. 
Mthd: 
Horiz Coord Refer NAD83 
System: 
Vertical Measure: 10.00 
Vertical Measure Unit: feet 
Vertical Accuracy: 0.5 
Vertical Accuracy Unit: feet 
Vertical Collection Mthd: Interpolated from topographic map. 
Vert Coord Refer System: NGVD29 
Map Key Direction Distance (mi) Distance (ft) Elevation (ft) DB 
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16 ENE 0.61 3,199.47 1.65 FED USGS 
Organiz Identifier: USGS-VA Formation Type: 
Organiz Name: USGS Virginia Water Science Aquifer Name: 

Center 
Well Depth: 33 Aquifer Type: 
Well Depth Unit: ft Country Code: US 
Well Hole Depth: 33 Provider Name: NWIS 
W Hole Depth Unit: ft County: SUFFOLK 
Construction Date: Latitude: 36.7457051 
Source Map Scale: 24000 Longitude: -76.5643946 
Monitoring Loc Name: 58B107 
Monitoring Loc Identifier: USGS-364444076335301 
Monitoring Loc Type: Well 


Monitoring Loc Desc: 

HUC Eight Digit Code: 03010205 
Drainage Area: 

Drainage Area Unit: 

Contrib Drainage Area: 

Contrib Drainage Area 


Unit: 

Horizontal Accuracy: 1 

Horizontal Accuracy Unit: seconds 

Horizontal Collection Interpolated from MAP. 
Mthd: 

Horiz Coord Refer NAD83 

System: 

Vertical Measure: 53.00 

Vertical Measure Unit: feet 

Vertical Accuracy: 03 

Vertical Accuracy Unit: feet 

Vertical Collection Mthd: Interpolated from topographic map. 


Vert Coord Refer System: NGVD29 


Map Key Direction Distance (mi) Distance (ft) Elevation (ft) DB 
17 ENE 0.62 3,250.91 1.45 FED USGS 
Organiz Identifier: USGS-VA Formation Type: 
Organiz Name: USGS Virginia Water Science Aquifer Name: 
Center 
Well Depth: 24.5 Aquifer Type: 
Well Depth Unit: ft Country Code: US 
Well Hole Depth: 24.5 Provider Name: NWIS 
W Hole Depth Unit: ft County: SUFFOLK 
Construction Date: Latitude: 36.7451495 
Source Map Scale: 24000 Longitude: -76.5641168 
Monitoring Loc Name: 58B105 


Monitoring Loc Identifier: USGS-364442076335201 
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Monitoring Loc Type: 
Monitoring Loc Desc: 
HUC Eight Digit Code: 
Drainage Area: 
Drainage Area Unit: 
Contrib Drainage Area: 


Contrib Drainage Area 
Unit: 
Horizontal Accuracy: 


Horizontal Accuracy Unit: 


Horizontal Collection 
Mthd: 

Horiz Coord Refer 
System: 

Vertical Measure: 


Vertical Measure Unit: 
Vertical Accuracy: 
Vertical Accuracy Unit: 
Vertical Collection Mthd: 


Well 


03010205 


{ 
seconds 
Interpolated from MAP. 


NAD83 


53.00 
feet 
2.5 
feet 


Interpolated from topographic map. 


Vert Coord Refer System: NGVD29 
Map Key Direction Distance (mi) Distance (ft) Elevation (ft) DB 
18 ENE 0.62 3,263.72 1.60 FED USGS 
Organiz Identifier: USGS-VA Formation Type: 
Organiz Name: USGS Virginia Water Science Aquifer Name: 
Center 
Well Depth: 33 Aquifer Type: 
Well Depth Unit: ft Country Code: US 
Well Hole Depth: 33 Provider Name: NWIS 
W Hole Depth Unit: ft County: SUFFOLK 
Construction Date: Latitude: 36.7454273 
Source Map Scale: 24000 Longitude: -76.5641168 
Monitoring Loc Name: 58B106 


Monitoring Loc Identifier: 
Monitoring Loc Type: 
Monitoring Loc Desc: 
HUC Eight Digit Code: 
Drainage Area: 
Drainage Area Unit: 
Contrib Drainage Area: 


Contrib Drainage Area 
Unit: 
Horizontal Accuracy: 


Horizontal Accuracy Unit: 


Horizontal Collection 
Mthd: 

Horiz Coord Refer 
System: 

Vertical Measure: 


USGS-364443076335201 
Well 


03010205 


1 
seconds 
Interpolated from MAP. 


NAD83 


53.00 
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Vertical Measure Unit: 
Vertical Accuracy: 
Vertical Accuracy Unit: 
Vertical Collection Mthd: 


feet 
03 
feet 


Interpolated from topographic map. 


Vert Coord Refer System: NGVD29 
Map Key Direction Distance (mi) Distance (ft) Elevation (ft) DB 
20 ENE 0.72 3,809.29 19.10 FED USGS 
Organiz Identifier: USGS-VA Formation Type: 
Organiz Name: USGS Virginia Water Science Aquifer Name: 
Center 
Well Depth: 650 Aquifer Type: 
Well Depth Unit: ft Country Code: US 
Well Hole Depth: 660 Provider Name: NWIS 
W Hole Depth Unit: ft County: SUFFOLK 
Construction Date: Latitude: 36.7448718 
Source Map Scale: 24000 Longitude: -76.5621723 
Monitoring Loc Name: 58B 10 
Monitoring Loc Identifier: USGS-364441076334501 
Monitoring Loc Type: Well 
Monitoring Loc Desc: 
HUC Eight Digit Code: 02080208 
Drainage Area: 
Drainage Area Unit: 
Contrib Drainage Area: 
Contrib Drainage Area 
Unit: 
Horizontal Accuracy: 1 
Horizontal Accuracy Unit: seconds 
Horizontal Collection Interpolated from MAP. 
Mthd: 
Horiz Coord Refer NAD83 
System: 
Vertical Measure: 20.00 
Vertical Measure Unit: feet 
Vertical Accuracy: 2.5 
Vertical Accuracy Unit: feet 
Vertical Collection Mthd: Interpolated from topographic map. 
Vert Coord Refer System: NGVD29 
Map Key Direction Distance (mi) Distance (ft) Elevation (ft) DB 
20 ENE 0.72 3,809.29 19.10 FED USGS 
Organiz Identifier: USGS-VA Formation Type: 
Organiz Name: USGS Virginia Water Science Aquifer Name: 
Center 
Well Depth: 650 Aquifer Type: 
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Well Depth Unit: ft Country Code: US 

Well Hole Depth: Provider Name: NWIS 

W Hole Depth Unit: County: SUFFOLK 
Construction Date: Latitude: 36.7448718 
Source Map Scale: 24000 Longitude: -76.5621723 
Monitoring Loc Name: 58B266 

Monitoring Loc Identifier: USGS-364441076334504 

Monitoring Loc Type: Well 


Monitoring Loc Desc: 

HUC Eight Digit Code: 02080208 
Drainage Area: 

Drainage Area Unit: 

Contrib Drainage Area: 

Contrib Drainage Area 


Unit: 

Horizontal Accuracy: 1 

Horizontal Accuracy Unit: seconds 

Horizontal Collection Interpolated from MAP. 
Mthd: 

Horiz Coord Refer NAD83 

System: 

Vertical Measure: 23.00 

Vertical Measure Unit: feet 

Vertical Accuracy: 2.5 

Vertical Accuracy Unit: feet 

Vertical Collection Mthd: Interpolated from topographic map. 


Vert Coord Refer System: NGVD29 


Map Key Direction Distance (mi) Distance (ft) Elevation (ft) DB 
20 ENE 0.72 3,809.29 19.10 FED USGS 
Organiz Identifier: USGS-VA Formation Type: 
Organiz Name: USGS Virginia Water Science Aquifer Name: 
Center 
Well Depth: 644 Aquifer Type: 
Well Depth Unit: ft Country Code: US 
Well Hole Depth: Provider Name: NWIS 
W Hole Depth Unit: County: SUFFOLK 
Construction Date: Latitude: 36.7448718 
Source Map Scale: 24000 Longitude: -76.5621723 
Monitoring Loc Name: 58B265 
Monitoring Loc Identifier: USGS-364441076334503 
Monitoring Loc Type: Well 


Monitoring Loc Desc: 

HUC Eight Digit Code: 02080208 
Drainage Area: 

Drainage Area Unit: 

Contrib Drainage Area: 

Contrib Drainage Area 
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Unit: 
Horizontal Accuracy: 
Horizontal Accuracy Unit: 


Horizontal Collection 
Mthd: 

Horiz Coord Refer 
System: 

Vertical Measure: 


Vertical Measure Unit: 
Vertical Accuracy: 
Vertical Accuracy Unit: 
Vertical Collection Mthd: 


{ 
seconds 
Interpolated from MAP. 


NAD83 


23.00 
feet 
2.5 
feet 


Interpolated from topographic map. 


Vert Coord Refer System: NGVD29 
Map Key Direction Distance (mi) Distance (ft) Elevation (ft) DB 
20 ENE 0.72 3,809.29 19.10 FED USGS 
Organiz Identifier: USGS-VA Formation Type: 
Organiz Name: USGS Virginia Water Science Aquifer Name: 
Center 
Well Depth: 644 Aquifer Type: 
Well Depth Unit: ft Country Code: US 
Well Hole Depth: Provider Name: NWIS 
W Hole Depth Unit: County: SUFFOLK 
Construction Date: Latitude: 36.7448718 
Source Map Scale: 24000 Longitude: -76.5621723 
Monitoring Loc Name: 58B264 
Monitoring Loc Identifier: USGS-36444 1076334502 
Monitoring Loc Type: Well 
Monitoring Loc Desc: 
HUC Eight Digit Code: 02080208 
Drainage Area: 
Drainage Area Unit: 
Contrib Drainage Area: 
Contrib Drainage Area 
Unit: 
Horizontal Accuracy: 1 
Horizontal Accuracy Unit: seconds 
Horizontal Collection Interpolated from MAP. 
Mthd: 
Horiz Coord Refer NAD83 
System: 
Vertical Measure: 23.00 
Vertical Measure Unit: feet 
Vertical Accuracy: 2.5 
Vertical Accuracy Unit: feet 
Vertical Collection Mthd: Interpolated from topographic map. 
Vert Coord Refer System: NGVD29 
Map Key Direction Distance (mi) Distance (ft) Elevation (ft) DB 
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21 ENE 


Organiz Identifier: 
Organiz Name: 


Well Depth: 

Well Depth Unit: 

Well Hole Depth: 

W Hole Depth Unit: 
Construction Date: 
Source Map Scale: 
Monitoring Loc Name: 
Monitoring Loc Identifier: 
Monitoring Loc Type: 
Monitoring Loc Desc: 
HUC Eight Digit Code: 
Drainage Area: 
Drainage Area Unit: 
Contrib Drainage Area: 


Contrib Drainage Area 
Unit: 

Horizontal Accuracy: 
Horizontal Accuracy Unit: 


Horizontal Collection 
Mthd: 

Horiz Coord Refer 
System: 

Vertical Measure: 


Vertical Measure Unit: 
Vertical Accuracy: 
Vertical Accuracy Unit: 
Vertical Collection Mthd: 


Vert Coord Refer System: NGVD29 

Map Key Direction Distance (mi) Distance (ft) 

24 S 0.94 4,939.92 

Organiz Identifier: USGS-VA Formation Type: 


Organiz Name: 


Well Depth: 

Well Depth Unit: 

Well Hole Depth: 

W Hole Depth Unit: 
Construction Date: 
Source Map Scale: 
Monitoring Loc Name: 
Monitoring Loc Identifier: 


0.71 3,764.38 
USGS-VA Formation Type: 
USGS Virginia Water Science Aquifer Name: 
Center 
24.5 Aquifer Type: 
ft Country Code: 
24.5 Provider Name: 
ft County: 

Latitude: 
24000 Longitude: 
58B113 
USGS-364448076334701 
Well 
03010205 
1 
seconds 


Interpolated from MAP. 
NAD83 


48.00 

feet 

2.5 

feet 

Interpolated from topographic map. 


USGS Virginia Water Science Aquifer Name: 

Center 

604 Aquifer Type: 

ft Country Code: 

604 Provider Name: 

ft County: 
Latitude: 

24000 Longitude: 

58B 4 


USGS-364333076345101 


16.80 FED USGS 
US 
NWIS 
SUFFOLK 
36.7468162 
-76.5627279 
Elevation (ft) DB 
50.54 FED USGS 


Upper Cretaceous Series 


Confined single aquifer 
US 

NWIS 

SUFFOLK 

36.7259832 
-76.5805064 
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Monitoring Loc Type: 
Monitoring Loc Desc: 
HUC Eight Digit Code: 
Drainage Area: 
Drainage Area Unit: 
Contrib Drainage Area: 


Contrib Drainage Area 
Unit: 
Horizontal Accuracy: 


Horizontal Accuracy Unit: 


Horizontal Collection 
Mthd: 

Horiz Coord Refer 
System: 

Vertical Measure: 


Vertical Measure Unit: 
Vertical Accuracy: 
Vertical Accuracy Unit: 
Vertical Collection Mthd: 


Well 


02080208 


{ 
seconds 
Interpolated from MAP. 


NAD83 


53.00 

feet 

2.5 

feet 

Interpolated from topographic map. 


Vert Coord Refer System: NGVD29 

Map Key Direction Distance (mi) Distance (ft) Elevation (ft) DB 
25 E 0.94 4,971.27 13.43 FED USGS 
Organiz Identifier: USGS-VA Formation Type: Patapsco Formation 


Organiz Name: 


Well Depth: 

Well Depth Unit: 

Well Hole Depth: 

W Hole Depth Unit: 
Construction Date: 
Source Map Scale: 
Monitoring Loc Name: 
Monitoring Loc Identifier: 
Monitoring Loc Type: 
Monitoring Loc Desc: 
HUC Eight Digit Code: 
Drainage Area: 
Drainage Area Unit: 
Contrib Drainage Area: 


Contrib Drainage Area 
Unit: 
Horizontal Accuracy: 


Horizontal Accuracy Unit: 


Horizontal Collection 
Mthd: 

Horiz Coord Refer 
System: 

Vertical Measure: 


USGS Virginia Water Science Aquifer Name: 

Center 

654 Aquifer Type: 

ft Country Code: 

674 Provider Name: 

ft County: 
Latitude: 

24000 Longitude: 

58B 11 

USGS-364428076333201 

Well 

02080208 

1 

seconds 


Interpolated from MAP. 
NAD83 


20.00 


Confined single aquifer 
US 

NWIS 

SUFFOLK 

36.7412607 
-76.558561 
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Vertical Measure Unit: 
Vertical Accuracy: 
Vertical Accuracy Unit: 
Vertical Collection Mthd: 


feet 
2.5 
feet 
Interpolated from topographic map. 


Vert Coord Refer System: NGVD29 
Map Key Direction Distance (mi) Distance (ft) Elevation (ft) DB 
26 S 0.99 5,240.42 49.58 FED USGS 
Organiz Identifier: USGS-VA Formation Type: Upper Cretaceous Series 
Organiz Name: USGS Virginia Water Science Aquifer Name: 
Center 
Well Depth: 570 Aquifer Type: Confined single aquifer 
Well Depth Unit: ft Country Code: US 
Well Hole Depth: 572 Provider Name: NWIS 
W Hole Depth Unit: ft County: SUFFOLK 
Construction Date: Latitude: 36.7251498 
Source Map Scale: 24000 Longitude: -76.5805064 
Monitoring Loc Name: 58B235 
Monitoring Loc Identifier: USGS-364328076345201 
Monitoring Loc Type: Well 
Monitoring Loc Desc: 
HUC Eight Digit Code: 02080208 
Drainage Area: 
Drainage Area Unit: 
Contrib Drainage Area: 
Contrib Drainage Area 
Unit: 
Horizontal Accuracy: 1 
Horizontal Accuracy Unit: seconds 
Horizontal Collection Interpolated from MAP. 
Mthd: 
Horiz Coord Refer NAD83 
System: 
Vertical Measure: 53.00 
Vertical Measure Unit: feet 
Vertical Accuracy: 2.5 
Vertical Accuracy Unit: feet 
Vertical Collection Mthd: Interpolated from topographic map. 
Vert Coord Refer System: NGVD29 
Public Water Supply Wells 
Map Key Direction Distance (mi) Distance (ft) Elevation (ft) DB 
14 S 0.67 3,531.12 44.61 PWSW 
PWS ID: 3800320 Owner Company: HOLLYWOOD 
PWS Name: HOLLYWOOD SUBDIVISION Owner FName: 
Fac Activity Status: A Owner LName: 
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Fac Act Stat Desc: Active Owner Org: 

PWS Actvty Status: | Owner ADDR1: 1407 RAILROAD AVENUE 

PWS Act Stat Desc: Inactive Owner ADDR2: 

Constructed Date: Owner City: SUFFOLK 

Latitude: 36.73 Owner State: VA 

Longitude: -76.58 Owner Phone: 

Owner PWSID: 3800320 Owner Phone Ext: 

Owner PWS Name: HOLLYWOOD SUBDIVISION Owner Fax No: 

Owner County/City: SUFFOLK 

Map Key Direction Distance (mi) Distance (ft) Elevation (ft) DB 
23 E 0.89 4,687.49 18.13 PWSW 
PWS ID: 3800072 Owner Company: FIRST INVESTORS OF SUFFOLK, 
PWS Name: SUFFOLK TRAILER PARK Owner FName: a 

Fac Activity Status: A Owner LName: 

Fac Act Stat Desc: Active Owner Org: 

PWS Actvty Status: | Owner ADDR1: 513 CHARLES ROAD 

PWS Act Stat Desc: Inactive Owner ADDR2: 

Constructed Date: Owner City: GRAFTON 

Latitude: 36.74 Owner State: VA 

Longitude: -76.56 Owner Phone: 757-898-8408 

Owner PWSID: 3800072 Owner Phone Ext: 

Owner PWS Name: SUFFOLK TRAILER PARK Owner Fax No: 

Owner County/City: SUFFOLK 

Map Key Direction Distance (mi) Distance (ft) Elevation (ft) DB 
23 E 0.89 4,687.49 18.13 PWSW 
PWS ID: 3800840 Owner Company: 

PWS Name: VIRGINIA PACKING COMPANY Owner FName: 

Fac Activity Status: A Owner LName: 

Fac Act Stat Desc: Active Owner Org: 

PWS Actvty Status: | Owner ADDR1: 

PWS Act Stat Desc: Inactive Owner ADDR2: 

Constructed Date: Owner City: 

Latitude: 36.74 Owner State: 

Longitude: -76.56 Owner Phone: 

Owner PWSID: Owner Phone Ext: 

Owner PWS Name: Owner Fax No: 

Owner County/City: 
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This section lists any relevant radon information found for the target property. 
Federal EPA Radon Zone for SUFFOLK County: 3 
Zone 1: Counties with predicted average indoor radon screening levels greater than 4 pCi/L 


Zone 2: Counties with predicted average indoor radon screening levels from 2 to 4 pCi/L 
Zone 3: Counties with predicted average indoor radon screening levels less than 2 pCi/L 


Federal Area Radon Information for SUFFOLK County 


No Measures/Homes: 3 

Geometric Mean: 0.1 

Arithmetic Mean: 0.1 

Median: 0 

Standard Deviation: 0.2 

Maximum: 0.4 

% >4 pCi/L: 0 

% >20 pCi/L: 0 

Notes on Data Table: TABLE 1. Screening indoor 


radon data from the EPA/State 
Residential Radon Survey of 
Virginia conducted during 
1991-92. Data represent 2-7 
day charcoal canister 
measurements from the lowest 
level of each home tested. 
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Federal Sources 


FEMA National Flood Hazard Layer FEMA FLOOD 


The National Flood Hazard Layer (NFHL) data incorporates Flood Insurance Rate Map (FIRM) databases 
published by the Federal Emergency Management Agency (FEMA), and any Letters Of Map Revision 
(LOMRs) that have been issued against those databases since their publication date. The FIRM Database 
is the digital, geospatial version of the flood hazard information shown on the published paper FIRMs. The 
FIRM Database depicts flood risk information and supporting data used to develop the risk data. The FIRM 
Database is derived from Flood Insurance Studies (FISs), previously published FIRMs, flood hazard 
analyses performed in support of the FISs and FIRMs, and new mapping data, where available. 


Indoor Radon Data INDOOR RADON 


Indoor radon measurements tracked by the Environmental Protection Agency(EPA) and the State 
Residential Radon Survey. 


Public Water Systems Violations and Enforcement Data PWSV 
List of drinking water violations and enforcement actions from the Safe Drinking Water Information System 

(SDWIS) made available by the Drinking Water Protection Division of the US EPA's Office of Groundwater 

and Drinking Water. Enforcement sensitive actions are not included in the data released by the EPA. 

Address information provided in SWDIS may correspond either with the physical location of the water 

system, or with a contact address. 


Radon Zone Level RADON ZONE 
Areas showing the level of Radon Zones (level 1, 2 or 3) by county. This data is maintained by the 
Environmental Protection Agency (EPA). 


Safe Drinking Water Information System (SDWIS) SDWIS 


The Safe Drinking Water Information System (SDWIS) contains information about public water systems as 
reported to US Environmental Protection Agency (EPA) by the states. Addresses may correspond with the 
location of the water system, or with a contact address. 


Soil Survey Geographic database SSURGO 
The Soil Survey Geographic database (SSURGO) contains information about soil as collected by the 

National Cooperative Soil Survey at the Natural Resources Conservation Service (NRCS). Soil maps 

outline areas called map units. The map units are linked to soil properties in a database. Each map unit 

may contain one to three major components and some minor components. 


U.S. Fish & Wildlife Service Wetland Data US WETLAND 
The U.S. Fish & Wildlife Service Wetland layer represents the approximate location and type of wetlands 
and deepwater habitats in the United States. 


USGS Current Topo US TOPO 


US Topo topographic maps are produced by the National Geospatial Program of the U.S. Geological 
Survey (USGS). The project was launched in late 2009, and the term "US Topo" refers specifically to 
quadrangle topographic maps published in 2009 and later. 


USGS Geology US GEOLOGY 
Seamless maps depicting geological information provided by the United States Geological Survey (USGS). 


USGS National Water Information System FED USGS 


The U.S. Geological Survey (USGS)'s National Water Information System (NWIS) is the nation's principal 
repository of water resources data. This database includes comprehensive information of well-construction 
details, time-series data for gage height, streamflow, groundwater level, and precipitation and water use 
data. 


State Sources 


Oil and Gas Wells OGW 
Oil and Gas Wells Data made available by Virginia Department of Mines Minerals and Energy maintained 
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by the Division of Gas and Oil Data Information Systems. 


Public Water Supply Wells PWSW 
The Public Wells data is provided by the Virginia Department of Health's Office of Drinking Water. 
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Reliance on information in Report: The Physical Setting Report (PSR) DOES NOT replace a full Phase | Environmental Site 
Assessment but is solely intended to be used as a review of environmental databases and physical characteristics for the site or 
adjacent properties. 

License for use of information in Report: No page of this report can be used without this cover page, this notice and the project 
property identifier. The information in Report(s) may not be modified or re-sold. 

Your Liability for misuse: Using this Service and/or its reports in a manner contrary to this Notice or your agreement will be in breach 
of copyright and contract and ERIS may obtain damages for such mis-use, including damages caused to third parties, and gives ERIS 
the right to terminate your account, rescind your license to any previous reports and to bar you from future use of the Service. 

No warranty of Accuracy or Liability for ERIS: The information contained in this report has been produced by ERIS Information Inc. 
("ERIS") using various sources of information, including information provided by Federal and State government departments. The report 
applies only to the address and up to the date specified on the cover of this report, and any alterations or deviation from this description 
will require a new report. This report and the data contained herein does not purport to be and does not constitute a guarantee of the 
accuracy of the information contained herein and does not constitute a legal opinion nor medical advice. Although ERIS has 
endeavored to present you with information that is accurate, ERIS Information Inc. disclaims, any and all liability for any errors, 
omissions, or inaccuracies in such information and data, whether attributable to inadvertence, negligence or otherwise, and for any 
consequences arising therefrom. Liability on the part of ERIS is limited to the monetary value paid for this report. 

Trademark and Copyright: You may not use the ERIS trademarks or attribute any work to ERIS other than as outlined above. This 
Service and Report(s) are protected by copyright owned by ERIS Information Inc. Copyright in data used in the Service or Report(s) 
(the "Data") is owned by ERIS or its licensors. The Service, Report(s) and Data may not be copied or reproduced in whole or in any 


substantial part without prior written consent of ERIS. 
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APPENDIX 2 


Property Information 


3/20/2018 Show Details of Real Estate Account 


le city seal 


| City of Suffolk, Real Estate Assessments 


Account No.: 252520150 

Subdivision: 

Legal Desc. 1: NANSE.RIVER,HWY.460 
Legal Desc. 3: 

Plat Book: 

Cabinet: 

Map No.: 34A*30 

Tax Rate: $1.07 per $100 of assessed value. 


Owner Name: SUFFOLK CITY OF 


Property Address: 0 
Lot/Acre: 0.28 Acre(s) 


Legal Desc. 2: WITHERS 


Page: 
Drawer: 
Class Code: 0010 


Tax Relief: 


Mailing Address: 442 W WASHINGTON ST, SUFFOLK, VA 23434 


Sales History 
Sale Date Price Deed Book Page Doc. Num. 
August 7, 2017 $357,500 170008674 
August 11, 1997 $0 543 0814 

Assessed _ Values 

FY 17/18 FY 16/17 

Land: $122,500 $122,500 
Building: $0 $0 
Land Use: $0 $0 
Total Assessed Value: $122,500 $122,500 


http://apps.suffolkva.us/realestate/serviet/real.Show_Details_3?account=252520150 


1/2 
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Structure Details 


Use: Style: 

Square Feet: 0 Year Built: not listed 

Bedrooms: 0 Bathrooms: 0 

Roof Type: Roof Cover: 

Exterior: Floor Cover: 

Type of Heat: Fireplace 1: 
Fireplace 2: 


Code: Months: 
Land Amount: 0 Building Amount: 0 
Comments: 

363,397 


http://apps.suffolkva.us/realestate/serviet/real.Show_Details_3?account=252520150 
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Show Details of Real Estate Account 


City of Suffolk, Real Estate Assessments 


Account No.: 252521000 


Subdivision: 


Legal Desc. 1: HWY 460,WITHERS 


Legal Desc. 3: 
Plat Book: 
Cabinet: 


Map No.: 34A*32 


Tax Rate: $1.07 per $100 of assessed value. 


Property Address: 724 N MAIN ST 


Lot/Acre: 0.21 Acre(s) 


Page: 


Drawer: 


Legal Desc. 2: 


Class Code: 0010 


Owner Name: SUFFOLK CITY OF 


Tax Relief: 


Mailing Address: 442 W WASHINGTON ST, SUFFOLK, VA 23434 


Sale Date 
August 7, 2017 


August 11, 1997 


Sales_History 
Price Deed Book Page 
$357,500 
$0 543 0812 


Assessed Values 


FY 17/18 
Land: $92,800 
Building: $0 
Land Use: $0 
Total Assessed Value: $92,800 


http://apps.suffolkva.us/realestate/serviet/real.Show_Details_3?account=252521000 


Doc. Num. 


170008674 


FY 16/17 
$92,800 
$0 

$0 
$92,800 
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Structure Details 


Use: Style: 

Square Feet: 0 Year Built: not listed 

Bedrooms: 0 Bathrooms: 0 

Roof Type: Roof Cover: 

Exterior: Floor Cover: 

Type of Heat: Fireplace 1: 
Fireplace 2: 


Code: Months: 
Land Amount: 0 Building Amount: 0 
Comments: 

363,394 


http://apps.suffolkva.us/realestate/serviet/real.Show_Details_3?account=252521000 


2/3 
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City of Suffolk, Real Estate Assessments 


Account No.: 252939000 

Subdivision: 

Legal Desc. 1: COX, NANSE. RIVER, RT. 
Legal Desc. 3: 

Plat Book: 

Cabinet: 

Map No.: 34A*31*31B 

Tax Rate: $1.07 per $100 of assessed value. 


Owner Name: SUFFOLK CITY OF 


Property Address: 724 N MAIN ST 
Lot/Acre: 25.37 Acre(s) 


Legal Desc. 2: 460, DRAMES 


Page: 
Drawer: 
Class Code: 0010 


Tax Relief: 


Mailing Address: 442 W WASHINGTON ST, SUFFOLK, VA 23434 


Sales History 
Sale Date Price Deed Book Page Doc. Num. 
August 7, 2017 $357,500 170008674 
August 11, 1997 $0 543 0810 

Assessed _ Values 

FY 17/18 FY 16/17 

Land: $203,900 $203,900 
Building: $0 $0 
Land Use: $0 $0 
Total Assessed Value: $203,900 $203,900 


http://apps.suffolkva.us/realestate/servlet/real.Show_Details_3?account=252939000 


1/3 
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Structure Details 


Use: Style: 

Square Feet: 0 Year Built: not listed 

Bedrooms: 0 Bathrooms: 0 

Roof Type: Roof Cover: 

Exterior: Floor Cover: 

Type of Heat: Fireplace 1: 
Fireplace 2: 


Code: Months: 
Land Amount: 0 Building Amount: 0 
Comments: 

363,389 


http://apps.suffolkva.us/realestate/serviet/real.Show_Details_3?account=252939000 


2/3 
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APPENDIX 3 


ASTM Standard E 1527-13 Property Owner 
Questionnaire 


-” @ *e 
TIMMONS GROUP 


YOUR VISION ACHIEVED THRGUGH OURS 


ENVIRONMENTAL QUESTIONNAIRE 
(To be completed by the current property owner as defined by ASTM E 1527-13) 


Property Address: _ 724 North Main Street 
City: Suffolk County: NVA State: —_ Virginia Zip: 23434 


Legal Description: | Nansemond River 460 Withers Lot 0.28 acres and 0.21 acres; Deed book #543 
Cox, Nansemond River Lot 25.37 acres; Deed book #543 


Current Property Use: None at this current time 


Occupied by Whom: N/A Phone: N/A 


1. To the best of your knowledge has the property or any adjoining property ever been used for an industrial or 
manufacturing use? X Yes GQ No Unknown 


If yes, please identify and explain: Records indicate that a Honda Dealership, Papco Lube Plant and Suffolk Oil 
Company occupied this property at various times in the past. 


2. To the best of your knowledge has the property or any adjoining property been used as a gasoline station, motor 
repair facility, commerciat printing facility, dry cleaners, photo developing laboratory, junkyard or landiill, or as a 
waste treatment, storage, disposal, processing, or recycling facility? X Yes OD No O Unknown 


If yes, please identify and explain: Records indicate that a Honda Dealership, Papco Lube Plant and Suffolk Oil 
Company occupied this property at various times in the past. 


3. To the best of your knowledge have there ever been any damaged or discarded automotive or industrial 
batteries, pesticides, paints, or other chemicals stored on or used at the property? O Yes O No X Unknown 


If yes, please identify and explain: 


4. To the best of your knowledge have there ever been any industrial drums or sacks of chemicals located at the 
property? O Yes O No X Unknown 


if yes, please identify and explain: 
5. Has fill dirt been brought onto the property from any other site? O Yes O No X Unknown 
If yes, please identify and explain: 


6. To the best of your knowledge have there ever been any pits, ponds, or lagoons located on the site? 
O Yes O No X Unknown 


If yes, please identify and explain: 


7. To the best of your knowledge, have there ever been any stained or discolored soils on the property? 
O Yes O No X Unknown 


If yes, please identify and explain: 


8. To the best of your knowledge have there ever been any registered or unregistered storage tanks (above or 
below ground level) located on the property? O Yes O No X Unknown 


If yes, please Identify and explain: 


20f 2 


10. 


11. 


12. 


13. 


14. 


15. 


16. 


17. 


18. 


2°05 
°. c 


« € ca 
TIMMONS GROUP 
YOUR VISION ACHIEVED THROUGH OURS 


To the best of your knowledge have there ever been any vent pipes, fill pipes, or access ways indicating a fill 
pipe protruding from the ground on the property or adjacent to any structure located on the property? 

0 Yes ONo X Unknown 

If yes, please identify and explain: 


To the best of your knowledge have there ever been any drains, flooring, or walls located within the facility that 
are stained by substances other than water or are emitting foul odors? O Yes O No X Unknown 


If yes, please identify and explain: 

Has there ever been any type of well or non-public watering system located on the property? If so, have any 
contaminants been identified in the well or system that exceed guidelines applicable to the water system? 

O Yes O No X Unknown 

lf yes, please identify and explain: 

Do you know of any past, threatened or pending lawsuits or administrative proceedings concerning a release or 
threatened release of any hazardous substance or petroleum products involving the property by any owner or 
occupant of the property? O Yes X No G Unknown 

If yes, please identify and exptain: 

Have you or any occupant of the property been informed of the past or current existence of hazardous 
substances or petroleum products or environmental violations with respect to the property or any facility located 
on the property? O Yes O No X Unknown 

If yes, please identify and explain: 

Do you or any occupant have knowledge of any environmental site assessment of the property that indicated the 
presence of hazardous substances or petroleurn products on, or contamination of the property, or recommended 
further assessment of the property? O Yes O No X Unknown 

If yes, please identify and explain: 


Does the property discharge waste water on or adjacent to the property other than storm water into a sanitary 
sewer system? O Yes O No X Unknown 


If yes, please identify and explain: 

To the best of your knowledge have any hazardous substances or petroleum products, unidentified waste 
materials, tires, automotive or industrial batteries or any other waste materials been dumped above-grade, buried 
and/or bumed on the property? O Yes O No X Unknown 

If yes, please identify and explain: 


Is there a transformer, capacitor, or any hydraulic equipment for which there are any records indicating the 
presence of polychlorinated biphenyls (PCBs)? O Yes C1 No X Unknown 


If yes, please identify and explain: 

Are you aware of any prior environmental site assessments (Phase | or Phase II) that have been conducted on 
the property for any purpose? If so, please indicate the approximate date of the assessment or investigation and 
provide the location of the reports. O Yes 1 No X Unknown 


If yes, please identify and explain: 
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TIMMONS GROUP 


YOUR VISION ACHIEVED THROUGH OURS 


| certify that to the best of my knowledge the above statements and facts are true and correct. To the best of my 
knowledge no material facts have been suppressed or misstated. 


Name: every A . GAenier Date: 4A% J 18 
Signature: \ da 
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APPENDIX 4 


ERIS Database Report 


ENVIRONMENTAL RISK INFORMATION SERVICES 


ERs." 
SS 


DATABASE 


Project Property: Constant's North s : 
sie n/a Environmental Risk 
Suffolk VA Information Services 

Project No: 36807.007 A division of Glacier Media Inc. 
P: 1.866.517.5204 

Report Type: Database Report aurea Com 

Order No: 20180313188 ee 
www.erisinfo.com 

Requested by: Timmons Group, Inc. 

Date Completed: March 15, 2018 
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Notice: IMPORTANT LIMITATIONS and YOUR LIABILITY 


Reliance on information in Report: This report DOES NOT replace a full Phase | Environmental Site Assessment but is solely intended to be used as 
database review of environmental records. 


License for use of information in Report: No page of this report can be used without this cover page, this notice and the project property identifier. 
The information in Report(s) may not be modified or re-sold. 


Your Liability for misuse: Using this Service and/or its reports in a manner contrary to this Notice or your agreement will be in breach of copyright and 
contract and ERIS may obtain damages for such mis-use, including damages caused to third parties, and gives ERIS the right to terminate your account, 
rescind your license to any previous reports and to bar you from future use of the Service. 


No warranty of Accuracy or Liability for ERIS: The information contained in this report has been produced by ERIS Information Inc. ("ERIS") using 
various sources of information, including information provided by Federal and State government departments. The report applies only to the address and 
up to the date specified on the cover of this report, and any alterations or deviation from this description will require a new report. This report and the 
data contained herein does not purport to be and does not constitute a guarantee of the accuracy of the information contained herein and does not 
constitute a legal opinion nor medical advice. Although ERIS has endeavored to present you with information that is accurate, ERIS disclaims, any and 
all liability for any errors, omissions, or inaccuracies in such information and data, whether attributable to inadvertence, negligence or otherwise, and for 
any consequences arising therefrom. Liability on the part of ERIS is limited to the monetary value paid for this report. 


Trademark and Copyright: You may not use the ERIS trademarks or attribute any work to ERIS other than as outlined above. This Service and 
Report(s) are protected by copyright owned by ERIS Information Inc. Copyright in data used in the Service or Report(s) (the "Data") is owned by ERIS 
or its licensors. The Service, Report(s) and Data may not be copied or reproduced in whole or in any substantial part without prior written consent of 
ERIS. 
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Property Information: 


Project Property: 


Project No: 


Coordinates: 


Latitude: 
Longitude: 
UTM Northing: 
UTM Easting: 
UTM Zone: 

Elevation: 

Order Information: 

Order No: 


Date Requested: 
Requested by: 
Report Type: 


Historicals/Products: 


Aerial Photographs 

City Directory Search 

ERIS Xplorer 

Excel Add-On 

Fire Insurance Maps 

Physical Setting Report (PSR) 
Topographic Map 


Executive Summary 


Constant's North 
n/a Suffolk VA 


36807.007 


36.741818 
-76.579113 
4,067,394.39 
359,017.98 
UTM Zone 18S 


2FT 


20180313188 
March 13, 2018 
Timmons Group, Inc. 
Database Report 


Historical Aerials (Boundaries) 

2 Street Search 

Data and Historical Layer Viewer 
Excel Add-On 

US Fire Insurance Maps 

PSR 

Topographic Maps 
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Executive Summary: Report Summary 


Database Searched Search Project Within -125mito 0.25mito 0.50mi to Total 
Radius Property 0.12mi 0.25mi 0.50mi 1.00mi 


Standard Environmental Records 


Federal 
NPL Y 1 0 0 0 0 0 0 
PROPOSED NPL Y ; v ‘ e 
DELETED NPL 4 a g 3 ? 2 
SEMS Y 5 0 0 0 0 0 
SEMS ARCHIVE * @ @ : a . 4 
CERCLIS Y 5 0 0 0 0 0 
CERCLIS NFRAP : 2 ? e 7 fs 
CERCLIS LIENS e ne e 
RCRA CORRACTS : : i 7 ? 
RCRA TSD Y 5 (0) 0 0 0 0 
RCRA LOG Y 25 0 0 (0) 0 
RCRA SQG Y .25 0 0 1 1 
RCRA CESQG n = e j 
RCRA NON GEN * = : : : ; ; / 
FED ENG Y 5 0 0 0 0 0 
FED INST Y 5 0 0 0 (0) 0 
ERNS 1982 TO 1986 . me : 
ERNS 1987 TO 1989 : 0 
ERNS Y PO 0 0 
FED BROWNFIELDS . ? . ? : ? y 
FEMA UST Y 25 0 0 0 0 
SEMS LIEN : ne Y : : ; : 
State 
SWFILF Y 5 0 0 0 0 0 
LST Y a (0) ri 1 6 14 
DELISTED LST ' a . @ : 3 
UST y¥ .25 0 5 3 8 
AST Y .25 0 0 0 - - 0 
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Database 


DELISTED TANK 
INST CONTROL 
VRP 
BROWNFIELDS 


Tribal 


INDIAN LUST 
INDIAN UST 
DELISTED ILST 
DELISTED IUST 


County 


Additional Environmental Records 


Federal 


FINDS/FRS 
TRIS 
HMIRS 
NCDL 

ODI 

IODI 

TSCA 

HIST TSCA 
FTTS ADMIN 
FTTS INSP 
PRP 


SCRD DRYCLEANER 


ICIS 


FED DRYCLEANERS 
DELISTED FED DRY 


FUDS 
MLTS 

HIST MLTS 
MINES 
ALT FUELS 


SUPERFUND ROD 


SSTS 
PCB 


State 


SPILLS 
PC SPILLS 


Searched 


<<< <x 


<x << <x 


Search 
Radius 


25 


Fo) 


a] 


25 


25 


Project 
Property 


0 
0 
0 


Within 
0.12mi 


-125mi to 
0.25mi 


0.25mi to 
0.50mi 


0.50mi to Total 
1.00mi 


No County standard environmental record sources available for this State. 


~~~ KK KK KOK OK OK OK KOK KO KX KX KX KX KX XK Xx 


125 


125 


125 


2 
0 
0 
0 
0 
0 
0 
0 
0 
0 
1 
0 
0 
0 0 
0 
0 
0 
0 
0 0 
0 
0 
rs 
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Database 


DRYCLEANERS 


Tribal 


County 


* PO- Property Only 


Searched Search Project Within 125mito 0.25mito 0.50mi to Total 
Radius Property 0.12mi 0.25mi 0.50mi 1.00mi 


Y 25 0 0 0 7 - 0 


No Tribal additional environmental record sources available for this State. 


No County additional environmental record sources available for this State. 


Total: 0 21 7 12 0 40 


* ‘Property and adjoining properties' database search radii are set at 0.25 miles. 
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Executive Summary: Site Report Summary - Project Property 


Map DB Company/Site Name Address Direction Distance Elev Diff Page 
Key (mi/ft) (ft) Number 


No records found in the selected databases for the project property. 
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Executive Summary: Site Report Summary - Surrounding Properties 


Map DB 
Key 
1 SPILLS 
2° DELISTED 
ae LST 
2 FINDS/FRS 
2 ICIS 
2 LST 
2 SPILLS 
2 UST 
a LST 
e UST 
4 LST 
5 LST 
6) UST 


Company/Site Name 


SWE - Fuel Sheen 


Texaco - Kimberly 


HOLIDAY FOODS #401 


HOLIDAY FOODS #401 


Texaco - Kimberly 


Oil and Grease Products - 


Hermine 


Holiday Food Store # 401 


Supreme Petroleum - 725 
N Main St 


Supreme Petroleum 


Partners Restaurant - 


Former 


Suffolk Oil Bulk Plant 


William T Yost 


Address Direction Distance Elev Diff Page 
(mi/ft) (ft) Number 

700 North Main St SW 0.00 / 18.20 5 23. 

Suffolk VA 

IR No | Status | Closure Date: 2016-T-1040 | Closed | 10/7/2015 

715 N Main St WSW 0.01 / 40.09 2 23 

Suffolk VA 23434-4311 

715 N MAIN ST WSW 0.01 / 40.09 2 24 

SUFFOLK VA 23434 

715 N MAIN ST WSW 0.01 / 40.09 2 24 

SUFFOLK VA 23434 

715 N Main St WSW 0.01 / 40.09 2 25 

Suffolk VA 23434 

CEDS Fac ID | Case Status: 200000091276 | Closed 

715 N Main St WSW 0.01 / 40.09 2 25 

Suffolk VA 

IR No | Status | Closure Date: 2017-T-0678 | Closed | 9/7/2016 

715 N Main St WSW 0.01 / 40.09 2 26 

Suffolk VA 23434 


Facility ID | Facility Active | Active UST | Inactive UST: 5018973 | Yes | 5| 11 

Tank No | Tank Status: R-11 | CLS IN GRD, R-I| | REM FROM GRD, 4C | CURR IN USE, R-C | 
REM FROM GRD, R-B | REM FROM GRD, 3C | CURR IN USE, R-10 | CLS IN GRD, R-A| REM 
FROM GRD, R-E | REM FROM GRD, R-F | REM FROM GRD, 1 | CURR IN USE, 2C | CURR IN 
USE, R-G | REM FROM GRD, R-H | REM FROM GRD, R-D | REM FROM GRD, 5C | CURR IN USE 


725 N Main St WSW 0.01 / 44.58 2 39 
Suffolk VA 23434 

CEDS Fac ID | Case Status: 200000067195 | Closed 

725 N Main St WSW 0.01 / 44.58 2 39 
Suffolk VA 23434 


Facility ID | Facility Active | Active UST | Inactive UST: 5014432 | No | 0| 4 

Tank No | Tank Status: R2 | REM FROM GRD, R1 | REM FROM GRD, 4| CLS IN GRD, 5| CLS IN 
GRD 

729 N Main St W 0.04 / 5 42 
Suffolk VA 23434 198.65 


CEDS Fac ID | Case Status: 200000222748 | Closed 


724 North Main Street WwW 0.05 / 5 43 
Suffolk VA 23439-1218 245.77 


CEDS Fac ID | Case Status: 200000067180 | Closed 


805 N Main St Ww 0.06 / 7 43... 
Suffolk VA 23434 327.55 


Facility ID | Facility Active | Active UST | Inactive UST: 5024000 | No | 0 | 1 
Tank No | Tank Status: 1 | CLS INGRD 
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Map DB Company/Site Name Address Direction Distance Elev Diff Page 


Key (mi/ft) (ft) Number 
7 LST Yost Property-PARCEL N. Main Street Ww 0.07 / 7 44 
~ 006, 700 BLOCK Suffolk VA 23434 357.13 


CEDS Fac ID | Case Status: 200000066471 | Closed 


8 DELISTED Hess Station #46304 804 N. Main St. Ww 0.07 / 8 oly 
~ TANK Suffolk VA 23434 365.14 
8 LST HESS STATION #46304 804 N. Main St. Ww 0.07 / 8 45 
= Suffolk VA 23434 365.14 


CEDS Fac ID | Case Status: 200000065504 | Closed 


8. UST Hess Station #46304 804 N. Main St. Ww 0.07 / 8 45 
ay Suffolk VA 23434 365.14 


Facility ID | Facility Active | Active UST | Inactive UST: 5010852 | No | 0 | 4 
Tank No | Tank Status: 2 | CLS IN GRD, 4| CLS IN GRD, 3 | CLS IN GRD, 1 | CLS IN GRD 


9° DELISTED Harveys Service Center 807 N Main St Ww 0.08 / 10 48 
~ LST Suffolk VA 23434-4313 437.89 
9° LST Harveys Service Center 807 N Main St Ww 0.08 / 10 49 
Suffolk VA 23434 437.89 


CEDS Fac ID | Case Status: 200000091020 | Closed 


9° UST Suffolk Automotive Service 807 N Main St Ww 0.08 / 10 49 
= LLC Suffolk VA 23434 437.89 


Facility ID | Facility Active | Active UST | Inactive UST: 5010065 | Yes | 5|6 

Tank No | Tank Status: 4R | PERM OUT OF USE, 5R | PERM OUT OF USE, 6 | PERM OUT OF 
USE, 3R | PERM OUT OF USE, 4M | TEMP OUT OF USE, 3M | TEMP OUT OF USE, 1M | TEMP 
OUT OF USE, 1R | PERM OUT OF USE, 2R | PERM OUT OF USE, 2M | TEMP OUT OF USE, 5 | 
TEMP OUT OF USE 


10” HMIRS Hwy 10 & 58 bypass sw 0.12/ 25 58. 
_ SUFFOLK VA 615.01 

io” HMIRS Hwy 10 & 58 bypass Sw 0.12/ 25 60 
om SUFFOLK VA 615.01 

11 LST Constance Wharf Constance Road E SSW 0.15/ 10 62 
= Suffolk VA 23434 769.21 


CEDS Fac ID | Case Status: 200000197073 | Closed 


12 RCRA RITE AID # 3741 515 NORTH MAIN STREET SSW 0.16/ 25 62 
== CESQG SUFFOLK VA 23434 818.50 

13 UST SUFFOLK SHERIFFS 121 E Constance Rd S) 0.20 / 2 69 
~~ DEPT Suffolk VA 23434 1,052.67 


Facility ID | Facility Active | Active UST | Inactive UST: 5018974 | No|0|3 
Tank No | Tank Status: 023 | CLS IN GRD, 2 | CLS IN GRD, 1 | PERM OUT OF USE 


14 RCRA NANSEMOND 200 WEST CONSTANCE RD SW 0.20 / 17 72 
= NON GEN CONVALESCENT SUFFOLK VA 23434 1,073.46 
CENTER# 


po erisinfo.com | Environmental Risk Information Services Order No: 20180313188 


Map DB 

Key 
14 UST 
15 RCRA 
= SQG 
15 _ UST 
16 LST 
17. LST 
18 LST 
19° LST 
20° LST 
21 LST 
22 CERCLIS 
= NFRAP 
22 CERCLIS 
— NFRAP 
22 SEMS 
= ARCHIVE 
22 SEMS 
= ARCHIVE 
22 VRP 


Company/Site Name 


Nansemond Pointe 


GOODYEAR AUTO 
SERVICE CTR - 
SUFFOLK 


GOODYEAR ASC #6065 


Pruden Packing Property 


Hardee Residence 


Robb Arthur Residence 


KLS Development Property 


2016-09 TS Julia Young 


Erin Residence 


GILL RESIDENCE - 


Hurricane 


CSX TRANSPORTATION 


SUFFOLK TOWN GAS 


SUFFOLK TOWN GAS 


CSX TRANSPORTATION 


Suffolk Gas Corporation, 
Hill Street Plant 


Address 


200 W Constance Rd 
Suffolk VA 23434 


Direction 


SW 


Distance 


(mi/ft) 


0.20/ 
1,073.46 


Facility ID | Facility Active | Active UST | Inactive UST: 5019412 | Yes |1| 1 


Tank No | Tank Status: R1 | REM FROM GRD, 1 | CURR IN USE 


1101 NORTH MAIN ST 
SUFFOLK VA 23434 


1101 North Main Street 
Suffolk VA 23434 


NW 


NW 


0.24 / 
1,290.15 


0.24 / 
1,290.15 


Facility ID | Facility Active | Active UST | Inactive UST: 5016597 | No|0| 1 


Tank No | Tank Status: R1 


1201 N Main St 
Suffolk VA 23434 


CEDS Fac ID | Case Status. 


708 Dumville Ave 
Suffolk VA 23434 


CEDS Fac ID | Case Status. 


410 Eley St 
Suffolk VA 23434 


CEDS Fac ID | Case Status. 


1217 N Main St 
Suffolk VA 23434 


CEDS Fac ID | Case Status. 


321 Western Ave 
Suffolk VA 23434 


CEDS Fac ID | Case Status. 


405 Western Avenue 
Suffolk VA 23434 


CEDS Fac ID | Case Status. 
HILL STREET 
SUFFOLK VA 23434 


HILL ST 
SUFFOLK VA 23434 


HILL ST 
SUFFOLK VA 23434 


HILL STREET 
SUFFOLK VA 23434 


Hill Street 
Suffolk VA 


| REM FROM GRD 
NW 


: 200000218480 | Closed 


WwW 


: 200000879391 | Closed 


Ww 


7 200000220911 | Closed 


NNW 


: 200000857669 | Closed 


WSW 


: 200000883446 | Closed 


WSW 


2 200000191326 | Closed 


S) 


0.27 / 
1,438.09 


0.31 / 
1,661.06 


0.36 / 
1,916.79 


0.37 / 
1,976.56 


0.41 / 
2,161.93 


0.44/ 
2,305.46 


0.45 / 
2,367.41 


0.45 / 
2,367.41 


0.45 / 
2,367.41 


0.45 / 
2,367.41 


0.45 / 
2,367.41 


Elev Diff Page 

(ft) Number 
17 74 
31 76 
31 78 
33 79... 
18 79... 
22 80. 
37 80... 
43 80 
43 80 
30 81 
30 82 
30 84 
30 84 
30 85 
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Map DB 

Key 
930 DELISTED 
— LST 


Company/Site Name 


Red Barn Food Store 106 
East Pinner Street 


Address 


106 E Pinner St 
Suffolk VA 23434-3826 


Direction 


SSE 


Distance Elev Diff Page 
(mi/ft) (ft) Number 
0.46 / 38 86 
2,411.58 
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Executive Summary: Summary by Data Source 


Standard 
Federal 
SEMS ARCHIVE - SEMS List 8R Archive Sites 


A search of the SEMS ARCHIVE database, dated Dec 11, 2017 has found that there are 2 SEMS ARCHIVE site(s) within 
approximately 0.50 miles of the project property. 


Eqgual/Higher Elevation Address Direction Distance (mi/ft) Map Key 

SUFFOLK TOWN GAS HILL ST S 0.45 / 2,367.41 “990° 
SUFFOLK VA 23434 pata 

CSX TRANSPORTATION HILL STREET Ss 0.45 / 2,367.41 22 
SUFFOLK VA 23434 atm: 


CERCLIS NFRAP - CERCLIS - No Further Remedial Action Planned 


A search of the CERCLIS NFRAP database, dated Oct 25, 2013 has found that there are 2 CERCLIS NFRAP site(s) within 
approximately 0.50 miles of the project property. 


Equal/Higher Elevation Address Direction Distance (mi/ft) Map Key 

SUFFOLK TOWN GAS HILL ST S 0.45 / 2,367.41 al 
SUFFOLK VA 23434 = 

CSX TRANSPORTATION HILL STREET Ss 0.45 / 2,367.41 “99 °°°~—O 
SUFFOLK VA 23434 = 


RCRA SQG - RCRA Small Quantity Generators List 


A search of the RCRA SQG database, dated Jan 24, 2018 has found that there are 1 RCRA SQG site(s) within approximately 0.25 
miles of the project property. 


Equal/Higher Elevation Address Direction Distance (mi/ft) Map Key 
GOODYEAR AUTO SERVICE 1101 NORTH MAIN ST NW 0.24 / 1,290.15 15 
CTR - SUFFOLK SUFFOLK VA 23434 — 


RCRA CESQG - RCRA Conditionally Exempt Small Quantity Generators List 


A search of the RCRA CESQG database, dated Jan 24, 2018 has found that there are 1 RCRA CESQG site(s) within approximately 
0.25 miles of the project property. 
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Equal/Higher Elevation 


RITE AID # 3741 


Address 


515 NORTH MAIN STREET 
SUFFOLK VA 23434 


RCRA NON GEN - RCRA Non-Generators 


Direction 


SSW 


Distance (mi/ft) 


Map Key 


0.16 / 818.50 


12 


A search of the RCRA NON GEN database, dated Jan 24, 2018 has found that there are 1 RCRA NON GEN site(s) within 
approximately 0.25 miles of the project property. 


Equal/Higher Elevation 


NANSEMOND CONVALESCENT 


CENTER# 


State 


Address Direction 
200 WEST CONSTANCE RD SW 
SUFFOLK VA 23434 


LST - Leaking Petroleum Storage Tanks 


Distance (mi/ft) 
0.20 / 1,073.46 


Map Key 
14 - 


A search of the LST database, dated Feb 6, 2018 has found that there are 14 LST site(s) within approximately 0.50 miles of the project 


property. 


Equal/Higher Elevation 


Texaco - Kimberly 


Supreme Petroleum - 725 N Main 


St 


Partners Restaurant - Former 


Suffolk Oil Bulk Plant 


Yost Property-PARCEL 006, 700 


BLOCK 


HESS STATION #46304 


Harveys Service Center 


Constance Wharf 


Address 


715 N Main St 
Suffolk VA 23434 


CEDS Fac ID | Case Status 


725 N Main St 
Suffolk VA 23434 


CEDS Fac ID | Case Status 


729 N Main St 
Suffolk VA 23434 


CEDS Fac ID | Case Status 


724 North Main Street 
Suffolk VA 23439-1218 


CEDS Fac ID | Case Status 


N. Main Street 
Suffolk VA 23434 


CEDS Fac ID | Case Status 


804 N. Main St. 
Suffolk VA 23434 


CEDS Fac ID | Case Status 


807 N Main St 
Suffolk VA 23434 


CEDS Fac ID | Case Status 


Constance Road E 
Suffolk VA 23434 


Direction 


WSW 


: 200000091276 | Closed 


WSW 


: 200000067195 | Closed 


WwW 


: 200000222748 | Closed 


Ww 


: 200000067180 | Closed 


Ww 


: 200000066471 | Closed 


Ww 


: 200000065504 | Closed 


Ww 


: 200000091020 | Closed 


SSW 


Distance (mi/ft) 


0.01 / 40.09 


0.01 / 44.58 


0.04 / 198.65 


0.05 / 245.77 


0.07 / 357.13 


0.07 / 365.14 


0.08 / 437.89 


0.15 / 769.21 


Map Key 


a ae 
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Equal/Higher Elevation 


Pruden Packing Property 


Hardee Residence 


Robb Arthur Residence 


KLS Development Property 


2016-09 TS Julia Young Erin 


Residence 


GILL RESIDENCE - Hurricane 


Address 


CEDS Fac ID | Case Status 


1201 N Main St 
Suffolk VA 23434 


CEDS Fac ID | Case Status 


708 Dumville Ave 
Suffolk VA 23434 


CEDS Fac ID | Case Status 


410 Eley St 
Suffolk VA 23434 


CEDS Fac ID | Case Status 


1217 N Main St 
Suffolk VA 23434 


CEDS Fac ID | Case Status 


321 Western Ave 
Suffolk VA 23434 


CEDS Fac ID | Case Status 


405 Western Avenue 
Suffolk VA 23434 


CEDS Fac ID | Case Status 


Direction 


: 200000197073 | Closed 


NW 


: 200000218480 | Closed 


WwW 


: 200000879391 | Closed 


Ww 


: 200000220911 | Closed 


NNW 


: 200000857669 | Closed 


WSW 


: 200000883446 | Closed 


WSW 


: 200000191326 | Closed 


DELISTED LST - Delisted Leaking Petroleum Storage Tanks 


A search of the DELISTED LST database, dated Feb 6, 2018 has found that there are 3 DELISTED LST site(s) within approximately 


0.50 miles of the project property. 


Equal/Higher Elevation 


Texaco - Kimberly 


Harveys Service Center 


Red Barn Food Store 106 East 
Pinner Street 


Address 


715 N Main St 
Suffolk VA 23434-4311 


807 N Main St 
Suffolk VA 23434-4313 


106 E Pinner St 
Suffolk VA 23434-3826 


UST - Underground Storage Tanks 


A search of the UST database, dated Feb 6, 2018 has found that there are 8 UST site(s) within approximately 0.25 miles of the project 


property. 


Equal/Higher Elevation 


Holiday Food Store # 401 


Address 


715 N Main St 
Suffolk VA 23434 


Direction 


WSW 


SSE 


Direction 


WSW 


Distance (mi/ft) Map Key 
0.27 / 1,438.09 7. 

0.31 / 1,661.06 17 

0.36 / 1,916.79 10 
0.37 / 1,976.56 19 

0.41 / 2,161.93 “20 

0.44 / 2,305.46 21 


Distance (mi/ft) Map Key 
0.01 / 40.09 2 

0.08 / 437.89 “QQ 
0.46 / 2,411.58 23 


Distance (mi/ft) Map Key 
0.01 / 40.09 QD 


erisinfo.com | Environmental Risk Information Services 


Order No: 20180313188 


Equal/Higher Elevation Address Direction Distance (mi/ft) Map Key 


Facility ID | Facility Active | Active UST | Inactive UST: 5018973 | Yes [5/11 

Tank No | Tank Status: R-11 | CLS IN GRD, R-I| | REM FROM GRD, 4C | CURR IN USE, R-C | REM FROM GRD, 
R-B | REM FROM GRD, 3C | CURR IN USE, R-10 | CLS IN GRD, R-A | REM FROM GRD, R-E | REM FROM GRD, 
R-F | REM FROM GRD, 1 | CURR IN USE, 2C | CURR IN USE, R-G | REM FROM GRD, R-H | REM FROM GRD, 
R-D | REM FROM GRD, 5C | CURR IN USE 


Supreme Petroleum 725 N Main St WSW 0.01 / 44.58 3 
Suffolk VA 23434 > 


Facility ID | Facility Active | Active UST | Inactive UST: 5014432 | No | 0/4 
Tank No | Tank Status: R2 | REM FROM GRD, R1 | REM FROM GRD, 4/ CLS IN GRD, 5/ CLS IN GRD 


William T Yost 805 N Main St Ww 0.06 / 327.55 6 
Suffolk VA 23434 ~ 


Facility ID | Facility Active | Active UST | Inactive UST: 5024000 | No / 0/1 
Tank No | Tank Status: 1 | CLS IN GRD 


Hess Station #46304 804 N. Main St. Ww 0.07 / 365.14 .: 
Suffolk VA 23434 = 


Facility ID | Facility Active | Active UST | Inactive UST: 5010852 | No | 0/4 
Tank No | Tank Status: 2 | CLS IN GRD, 4] CLS IN GRD, 3/ CLS IN GRD, 1 /| CLS IN GRD 


Suffolk Automotive Service LLC 807 N Main St Ww 0.08 / 437.89 9 
Suffolk VA 23434 bi 


Facility ID | Facility Active | Active UST | Inactive UST: 5010065 | Yes | 5/6 

Tank No | Tank Status: 4R | PERM OUT OF USE, 5R/| PERM OUT OF USE, 6 | PERM OUT OF USE, 3R | PERM 
OUT OF USE, 4M | TEMP OUT OF USE, 3M | TEMP OUT OF USE, 1M / TEMP OUT OF USE, 1R | PERM OUT OF 
USE, 2R | PERM OUT OF USE, 2M | TEMP OUT OF USE, 5 | TEMP OUT OF USE 


SUFFOLK SHERIFFS DEPT 121 E Constance Rd Ss 0.20 / 1,052.67 43 °« 2° 
Suffolk VA 23434 a 


Facility ID | Facility Active | Active UST | Inactive UST: 5018974 | No / 0/3 
Tank No | Tank Status: 023 | CLS IN GRD, 2/ CLS IN GRD, 1 | PERM OUT OF USE 


Nansemond Pointe 200 W Constance Rd SW 0.20 / 1,073.46 14 
Suffolk VA 23434 — 


Facility ID | Facility Active | Active UST | Inactive UST: 5019412 | Yes | 1/1 
Tank No | Tank Status: R1 | REM FROM GRD, 1 | CURR IN USE 


GOODYEAR ASC #6065 1101 North Main Street NW 0.24 / 1,290.15 15 
Suffolk VA 23434 — 


Facility ID | Facility Active | Active UST | Inactive UST: 5016597 | No/ 0/1 
Tank No | Tank Status: R1 | REM FROM GRD 


DELISTED TANK - Delisted Tanks 


A search of the DELISTED TANK database, dated Feb 6, 2018 has found that there are 1 DELISTED TANK site(s) within 
approximately 0.25 miles of the project property. 


Equal/Higher Elevation Address Direction Distance (mi/ft) Map Key 
Hess Station #46304 804 N. Main St. W 0.07 / 365.14 i : es 
Suffolk VA 23434 mal 


VRP - Voluntary Remediation Program 


A search of the VRP database, dated Jan 23, 2018 has found that there are 1 VRP site(s) within approximately 0.50 miles of the project 
property. 


erisinfo.com | Environmental Risk Information Services Order No: 20180313188 


Equal/Higher Elevation Address Direction Distance (mi/ft) Map Key 


Suffolk Gas Corporation, Hill Street Hill Street S) 0.45 / 2,367.41 22 
Plant Suffolk VA = 
Non Standard 

Federal 


FINDS/FRS - Facility Registry Service/Facility Index 


A search of the FINDS/FRS database, dated Dec 12, 2017 has found that there are 1 FINDS/FRS site(s) within approximately 0.02 
miles of the project property. 


Equal/Higher Elevation Address Direction Distance (mi/ft) Map Key 
HOLIDAY FOODS #401 715 N MAIN ST WSW 0.01 / 40.09 a 
SUFFOLK VA 23434 ~ 


HMIRS - Hazardous Materials Information Reporting System 


A search of the HMIRS database, dated Sep 11, 2017 has found that there are 2 HMIRS site(s) within approximately 0.12 miles of the 
project property. 


Equal/Higher Elevation Address Direction Distance (mi/ft) Map Key 
Hwy 10 & 58 bypass sw 0.12 / 615.01 14000007 
SUFFOLK VA = 
Hwy 10 & 58 bypass SW 0.12 / 615.01 10 
SUFFOLK VA fad 


ICIS - Integrated Compliance Information System (ICIS) 


A search of the ICIS database, dated Nov 18, 2016 has found that there are 1 ICIS site(s) within approximately 0.02 miles of the project 
property. 


Equal/Higher Elevation Address Direction Distance (mi/ft) Map Key 

HOLIDAY FOODS #401 715 N MAIN ST WSW 0.01 / 40.09 i. 
SUFFOLK VA 23434 a 

State 

SPILLS - Spills 


A search of the SPILLS database, dated Jan 02, 2018 has found that there are 2 SPILLS site(s) within approximately 0.12 miles of the 
project property. 


erisinfo.com | Environmental Risk Information Services Order No: 20180313188 


Equal/Higher Elevation 


SWE - Fuel Sheen 


Oil and Grease Products - Hermine 


Address Direction Distance (mi/ft) Map Key 

700 North Main St SW 0.00 / 18.20 1 

Suffolk VA a 

IR No | Status | Closure Date: 2016-T-1040 | Closed | 10/7/2015 

715 N Main St WSW 0.01 / 40.09 , 
Suffolk VA = 


IR No | Status | Closure Date: 2017-T-0678 | Closed | 9/7/2016 
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ENVIRONMENTAL RISK INFORMATION SERVICES 


36°45'30"N 


36°45'N 


36°44'30"N 


36°44'N 


36°43'30"N 


36°43'N 


Detail Report 


Map Key Number of Direction Distance Elev/Diff Site DB 
Records (mi/ft) (ft) 
1 1 of 1 SW 0.00 / 7.61 / SWE - Fuel Sheen 
7 18.20 5 700 North Main St ailiaeiad 
Suffolk VA 
IR No: 2016-T-1040 Impacts: 
Reference ID: 45378 Other Impacts: 
Status: Closed Steps Taken: 
Incident Type: Petroleum System Comp: 
Incident Subtype: Petroleum * Surface Spill Other System Comp: 
Effect to Receptor: Impacted Weather Status: 
Associated IR: Precipitation Wet: 0 
Incident Dte Time: 10/3/2015 Discharge Type: 
Call Recvd Die Time: 10/5/2015 Discharge Vol: 0 
Closure Date: 10/7/2015 Unkwn Discharge?: No 
Agencies Notified?: Permitted?: No 
Other Agencies: Facility Name: 
Threat to: Ground Water Property Owner: 
Terrorism?: No Property Company: 
Characterize Incident: Accidental Duration of Event Hrs: 0 
Quantity Units: Gallons Water Body: Nansemond River 
Other Receptors: Region: Tidewater 
RP Company: Suffolk City FD FIPS City County: Suffolk City 
RP Name: 


Low Quantity to Water: 
High Quantity to Water: 
Incident Ongoing at time 
Call: 

Call Reprtd by Name: 


Call Reptd by Company Name: 


Call RP Company Name: 
Call RP Name: 

Call Prpty Owner Co: 
Call Prpty Owner Name: 
Steps taken Desc: 
Materials: 


of 


Suffolk City FD 


Fuel (0-0 Unknown) 


Corrective Action Taken: 
Site Summary: 


Original Call Incident Desc: 


eeoee SHEEN REPORT ------ FLOODING AT GAS STATION CAUSED A SHEEN (200 YARDS LONG AND 50 
YARDS WIDE) INNANSEMOND RIVER FROM HIGH TIDE. NO REMEDIAL ACTIONS TAKEN AND NO 
REQUEST FOR ASSISTANCE. 

eeoee SHEEN REPORT ------ FLOODING AT GAS STATION CAUSED A SHEEN (200 YARDS LONG AND 50 
YARDS WIDE) IN NANSEMOND RIVER FROM HIGH TIDE. NO REMEDIAL ACTIONS TAKEN AND NO 
REQUEST FOR ASSISTANCE. 


Originial Call Loc Desc: 
Cause of Event: 
Closure Comments: 


Original Call Material Desc: 


2 1 of 6 


PC No: 

CEDS Fac ID: 

Case Status: 

Case Closed Date: 
Fed Regulated UST?: 
Program: 

Release Reported: 


700 NORTH MAIN STREET, SUFFOLK, VA 


Remediation care of Lynne Smith to follow up.NFA for PREP at this time. 


FUEL 
Wwsw 0.01 / 4.82/ Texaco - Kimberly 
40.09 2 715 N Main St DELSTen 
Suffolk VA 23434-4311 LST 

20115119 Heat Oil Category: 

200000091276 Exmpt1 UST2: N 

Closed Exmpt2 Ht Oil UST2: 

30-Aug-11 Small Ht Oil AST2: N 

Y Regulated AST3: N 

RP Lead Unregulated AST3: N 

19-May-11 Other Tank Type?: N 


erisinfo.com | Environmental Risk Information Services 


Order No: 20180313188 


Map Key Number of Direction Distance Elev/Diff Site DB 
Records (mi/ft) (ft) 
Reg Petrol UST1: ™: Oth Tank Type Desc: 
Excluded UST1: N Unknown Tank Type?: N 
Deferred UST1: N County: Suffolk City 
Partial Defer UST1: N Region: TRO 
Case Manager: Lynne E Smith State: VA 
Release Status: Suspected Exempt UST 2: N 
Phase: RR Description: Release Reported 
Original Source: LST 
Record Date: Jul 2013 
2 2 of 6 Wwsw 0.01 / 4.82 / HOLIDAY FOODS #401 
. 40.09 2 715 N MAIN ST ia 
SUFFOLK VA 23434 
Registry ID: 110040052457 
FIPS Code: 51800 
Program Acronyms: ICIS 
HUC Code: 02080208 
Site Type Name: STATIONARY 


Location Description: 
Supplemental Location: 
Create Date: 

Update Date: 

Interest Types: 

SIC Codes: 

SIC Code Descriptions: 
NAICS Codes: 

NAICS Code Descriptions: 
Conveyor: 

Federal Facility Code: 
Federal Agency Name: 
Tribal Land Code: 
Tribal Land Name: 
Congressional Dist No.: 
Census Block Code: 
EPA Region Code: 
County Name: 
US/Mexico Border Ind: 
Latitude: 

Longitude: 

Reference Point: 

Coord Collection Method: 


23-NOV-2009 10:04:33 
05-MAR-2013 10:18:10 
ENFORCEMENT/COMPLIANCE ACTIVITY 


FRS-GEOCODE 


04 
518000754012033 
03 

SUFFOLK CITY 


36.74012 

-76.58312 

CENTER OF A FACILITY OR STATION 
ADDRESS MATCHING-HOUSE NUMBER 


Accuracy Value: 30 

Datum: NAD83 

Source: 

Facility Detail Rprt URL: http://ofmpub.epa.gov/enviro/fii_query_detail.disp_program_facility?p_registry_id=110040052457 
2 3 of 6 Wwsw 0.01 / 4.82 / HOLIDAY FOODS #401 
~ 40.09 2 715 N MAIN ST 

SUFFOLK VA 23434 

EPA Region: 03 Federal Facility ID: 

FRS Facility UIN: 110040052457 Tribal Land Code: 

Program Syst ID: 1800008881 County: 

Prog Sys Acrnym: ICIS Latitude: 36.739617 

Permit Type: Longitude: -76.583015 

--Details-- 


EA Identifier: 
EA Type Code: 
EA Type Desc: 
EA Name: 


Enf Act Forum Dsc: 
Fac NAICS Code: 
Facility SIC Code: 


Icis 


erisinfo.com | Environmental Risk Information Services 
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Map Key Number of Direction Distance Elev/Diff Site DB 
Records (mi/ft) (ft) 
2 4 of 6 wsw 0.01 / 4.82 / Texaco - Kimberly LST 
40.09 2 715 N Main St 
Suffolk VA 23434 
PC No: 20045008 Heat Oil Category: 
CEDS Fac ID: 200000091276 Exmpt1 UST2: No 
Case Siatus: Closed Exmpit2 Ht Oil UST2: No 
Case Closed Date: 12/9/2016 Small Ht Oil AST2: No 
Fed Regulated UST?: Yes Regulated AST3: No 
Program: RP Lead Unregulated AST3: No 
Release Reported: 6/10/2003 Other Tank Type?: No 
Reg Petrol UST1: Yes Oth Tank Type Desc: 
Excluded UST1: No Unknown Tank Type?: No 
Deferred UST1: No County: Suffolk City 
Partial Defer UST1: No Region: TRO 
3s 5 of 6 wsw 0.01 / 4.82 / Oil and Grease Products - Hermine : SPILLS 
40.09 2 715 N Main St 
Suffolk VA 
IR No: 2017-T-0678 Impacts: 
Reference ID: 73217 Other Impacts: 
Status: Closed Steps Taken: 
Incident Type: Petroleum System Comp: 
Incident Subtype: Petroleum * Surface Spill Other System Comp: 
Effect to Receptor: Impacted Weather Status: 
Associated IR: Precipitation Wet: 0 
Incident Dte Time: 9/3/2016 Discharge Type: 
Call Recvd Die Time: 9/6/2016 Discharge Vol: 0 
Closure Date: 9/7/2016 Unkwn Discharge?: No 
Agencies Notified?: Permitted?: No 
Other Agencies: Facility Name: 
Threat to: Ground Water Property Owner: 
Terrorism?: No Property Company: 
Characterize Incident: Accidental Duration of Event Hrs: 0 
Quantity Units: Unknown Water Body: Nansemond River 
Other Receptors: Region: Tidewater 
RP Company: FIPS City County: Suffolk City 
RP Name: 


Low Quantity to Water: 
High Quantity to Water: 
Incident Ongoing at time of 
Call: 

Call Reprtd by Name: 

Call Reptd by Company Name: 
Call RP Company Name: 
Call RP Name: 

Call Prpty Owner Co: 

Call Prpty Owner Name: 
Steps taken Desc: 
Materials: 

Corrective Action Taken: 
Site Summary: 


Original Call Incident Desc: 


Originial Call Loc Desc: 


ANONYMOUS ANONYMOUS 
Suffolk Fire Department 


Oil (0-0 Unknown) 


DUE TO TROPICAL STORM HERMINE Due to waters from the Nansemond river flooding the business, oil and 
grease products were released from the building. The release impact area is the parking lot, adjacent roadway, and 
likely the Nansemond river. There is an automotive repair pit inside the business. The pit is full of water and there 
are oil filters floating in the pit. The oil outside the business is not recoverable. The Suffolk fire department is at the 
site. The FD is working to contact the owner and work to have the pit and other areas cleaned up. As of this report 
they have not been able to determine the owner or make contact with same. The fire department is not requesting 
any State assistance. 

DUE TO TROPICAL STORM HERMINE Due to waters from the Nansemond river flooding the business, oil and 
grease products were released from the building. The release impact area is the parking lot, adjacent roadway, and 
likely the Nansemond river. There is an automotive repair pit inside the business. The pit is full of water and there 
are oil filters floating in the pit. The oil outside the business is not recoverable. The Suffolk fire department is at the 
site. The FD is working to contact the owner and work to have the pit and other areas cleaned up. As of this report 
they have not been able to determine the owner or make contact with same. The fire department is not requesting 
any State assistance. 

715 N Main St Suffolk 
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Map Key 


Cause of Event: 
Closure Comments: 


Original Call Material Desc: 


Number of 
Records 


Direction 


Distance 
(mi/ft) 


Elev/Diff Site 
(ft) 


DB 


PREP did site visit. Area covered in oil absorbent. PetroChem in the process of cleaning up facility. No free 
product found.NFA for PREP at this time. 


oil and grease products 


2 6 of 6 


Facility ID: 

CEDS Facility ID: 
Facility Active: 
Federally Regulated: 
Active UST: 

Inactive UST: 

Active AST: 

Inactive AST: 
Facility Type: 
Facility Name: 


Tank Details 


Tank Owner ID: 
Tank No: 

Tank Status: 

Tank Type: 

Fed Regulated Tank: 


Tank Materials 


Asphalt/Bare Steel: 
CCP/STI-P3: 
Composite: 
Fiberglass: 

Lined Interior: 
Double Walled: 
Other: 

Other Specify: 


Pipe Materials 


Piping Type: 
Asphalt/Bare Steel: 
Galvanized Steel: 
Fiberglass: 
Copper: 

Cathodic Protected: 
Repaired: 
Impressed Current: 


wsw 


5018973 

200000091276 

Yes 

Yes 

5 

11 

0 

0 

GAS STATION 

Holiday Food Store # 401 


34442 
R-11 

CLS IN GRD 
UST 

Y 


No 
Yes 
No 
No 
No 
No 
No 


UNKNOWN 
No 

Yes 

No 

No 

No 

No 


Tank/Pipe Release Detection 


Manual Gauging: 
Tank RD Tight Test: 
Inventory Controls: 
Tank RD ATG: 

Tank RD Vapor Mntr: 
Tank RD GW Monitor: 
Tnk RD IM Db! Wall: 
Tnk RD IM Sec Cont: 
Tank RD SIR: 

Tank RD Leak Defer: 


4.82 / Holiday Food Store # 401 
2 715 N Main St 

Suffolk VA 23434 
Region: TRO 
Parent Region: Tidewater 
Facility Addr 1: 715 N Main St 
Facility Addr 2: 
City: Suffolk 
Facility Location: 
County: Suffolk City 
State: VA 
Latitude: 36.740003929 
Longitude: -76.5835782948 
Install Date: 
Date Closed: 5/8/1986 
Capacity: 550 
Contents: UNKNOWN 
Other Contents: 
Impressed Current: No 
Polyethyl Jacket: No 
Concrete: No 
Excavation Liner: No 
Secondary Contain: No 
Repaired: No 
Unknown: No 
Note: 
Double Walled: No 
Polyflexible: No 
Unknown: No 
Secondary Contain: No 
Other: No 
Other Specify: 
Note: 
Overfill Spec: 
Pipe RD MTG: No 
Pipe RD ATG: 
Pipe RD GW Monitor: No 
Pipe RD Vapor Mntr: No 
Pipe IM DbI Wall: No 
Pipe IM Sec Cont: No 
Pipe RD ALLD: No 
Pipe RD Tight Test: No 
Pipe RD SIR: No 


UST 
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Map Key Number of 
Records 


Tank RD Other: 


No 


Direction 


Elev/Diff Site 


DB 


“TankRDOther: = =No — ———~—~— ss Pipe RD Leak Defers ———s—‘“‘“—sSs~s~™~—~”~””””O™~C~™ 


Tank RD Other Spec: 
Spl Device Install: 
Overfill Dev Inst: 
Overfill Type: 


Tank Details 


Tank Owner ID: 
Tank No: 

Tank Status: 

Tank Type: 

Fed Regulated Tank: 


Tank Materials 


Asphalt/Bare Steel: 
CCP/STI-P3: 
Composite: 
Fiberglass: 

Lined Interior: 
Double Walled: 
Other: 

Other Specify: 


Pipe Materials 


Piping Type: 
Asphalt/Bare Steel: 
Galvanized Steel: 
Fiberglass: 

Copper: 

Cathodic Protected: 
Repaired: 
Impressed Current: 


No 
No 


34442 

R-I 

REM FROM GRD 
UST 

Y 


No 
Yes 
No 
No 
No 
No 
No 


UNKNOWN 
No 

Yes 

No 

No 

No 

No 


Tank/Pipe Release Detection 


Manual Gauging: 
Tank RD Tight Test: 
Inventory Controls: 
Tank RD ATG: 

Tank RD Vapor Mntr: 
Tank RD GW Monitor: 
Tnk RD IM DbI Wall: 
Tnk RD IM Sec Cont: 
Tank RD SIR: 

Tank RD Leak Defer: 
Tank RD Other: 

Tank RD Other Spec: 
Spl Device Install: 
Overfill Dev Inst: 
Overfill Type: 


Tank Details 


Tank Owner ID: 
Tank No: 

Tank Status: 

Tank Type: 

Fed Regulated Tank: 


No 
No 
No 
No 
No 
No 
No 
No 
No 
No 
No 


No 
No 


CURR IN USE 
UST 
Y 


Pipe RD Other: 
Pipe RD Other Spec: 
Note: 


Install Date: 
Date Closed: 
Capacity: 
Contents: 
Other Contents: 


Impressed Current: 
Polyethyl Jacket: 
Concrete: 
Excavation Liner: 
Secondary Contain: 
Repaired: 
Unknown: 

Note: 


Double Walled: 
Polyflexible: 
Unknown: 
Secondary Contain: 
Other: 

Other Specify: 
Note: 


Overfill Spec: 
Pipe RD MTG: 
Pipe RD ATG: 


Pipe RD GW Monitor: 


Pipe RD Vapor Mntr: 
Pipe IM DbI Wall: 
Pipe IM Sec Cont: 
Pipe RD ALLD: 

Pipe RD Tight Test: 
Pipe RD SIR: 

Pipe RD Leak Defer: 
Pipe RD Other: 

Pipe RD Other Spec: 
Note: 


Install Date: 
Date Closed: 
Capacity: 
Contents: 
Other Contents: 


No 


5/8/1981 
3/24/1994 
5000 
GASOLINE 


No 
No 
No 
No 
No 
No 
Yes 


No 
No 
No 
No 
No 


No 


No 
No 
No 
No 
No 
No 
No 


No 


7/1/1998 


3000 
DIESEL 


erisinfo.com | Environmental Risk Information Services 


Order No: 20180313188 


Map Key Number of 
Records 


Tank Materials 


Asphalt/Bare Steel: 
CCP/STI-P3: 
Composite: 
Fiberglass: 

Lined Interior: 
Double Walled: 
Other: 

Other Specify: 


Pipe Materials 


Piping Type: 
Asphalt/Bare Steel: 
Galvanized Steel: 
Fiberglass: 

Copper: 

Cathodic Protected: 
Repaired: 
Impressed Current: 


No 
No 
Yes 
No 
No 
No 
No 


PRESSURE 
No 

No 

Yes 

No 

No 

No 


Tank/Pipe Release Detection 


Manual Gauging: 
Tank RD Tight Test: 
Inventory Controls: 
Tank RD ATG: 

Tank RD Vapor Mntr: 
Tank RD GW Monitor: 
Tnk RD IM DbI Wall: 
Tnk RD IM Sec Cont: 
Tank RD SIR: 

Tank RD Leak Defer: 
Tank RD Other: 

Tank RD Other Spec: 
Spl Device Install: 
Overfill Dev Inst: 
Overfill Type: 


Tank Details 


Tank Owner ID: 
Tank No: 

Tank Status: 

Tank Type: 

Fed Regulated Tank: 


Tank Materials 


Asphalt/Bare Steel: 
CCP/STI-P3: 
Composite: 
Fiberglass: 

Lined Interior: 
Double Walled: 
Other: 

Other Specify: 


Pipe Materials 


Piping Type: 
Asphalt/Bare Steel: 


No 
No 
Yes 
Yes 
No 
No 
No 
No 
No 
No 
No 


Yes 
Yes 
BALL FLOAT 


34442 
R-C 

REM FROM GRD 
UST 

Y 


No 
Yes 
No 
No 
No 
No 
No 


UNKNOWN 
No 


Direction 


Elev/Diff Site 


Impressed Current: 
Polyethyl Jacket: 
Concrete: 
Excavation Liner: 
Secondary Contain: 
Repaired: 
Unknown: 

Note: 


Double Walled: 
Polyflexible: 
Unknown: 
Secondary Contain: 
Other: 

Other Specify: 
Note: 


Overfill Spec: 
Pipe RD MTG: 
Pipe RD ATG: 


Pipe RD GW Monitor: 


Pipe RD Vapor Mntr: 
Pipe IM DbI Wall: 
Pipe IM Sec Cont: 
Pipe RD ALLD: 

Pipe RD Tight Test: 
Pipe RD SIR: 

Pipe RD Leak Defer: 
Pipe RD Other: 

Pipe RD Other Spec: 
Note: 


Install Date: 
Date Closed: 
Capacity: 
Contents: 
Other Contents: 


Impressed Current: 
Polyethyl Jacket: 
Concrete: 
Excavation Liner: 
Secondary Contain: 
Repaired: 
Unknown: 

Note: 


Double Walled: 
Polyflexible: 


No 
No 
No 
No 
No 
No 
No 


No 
No 
No 
No 
No 


No 


No 
No 
No 
No 
Yes 
No 
No 
No 
No 


DB 


ALLD plus ATG monthly monitoring 


5/8/1981 
1/24/1994 
3000 
DIESEL 


No 
No 
No 
No 
No 
No 
No 


No 
No 


erisinfo.com | Environmental Risk Information Services 


Order No: 20180313188 


Map Key Number of 
Records 


Galvanized Steel: 
Fiberglass: 

Copper: 

Cathodic Protected: 
Repaired: 
Impressed Current: 


Yes 
No 
No 
No 
No 


Tank/Pipe Release Detection 


Manual Gauging: 
Tank RD Tight Test: 
Inventory Controls: 
Tank RD ATG: 

Tank RD Vapor Mntr: 
Tank RD GW Monitor: 
Tnk RD IM DbI Wall: 
Tnk RD IM Sec Cont: 
Tank RD SIR: 

Tank RD Leak Defer: 
Tank RD Other: 

Tank RD Other Spec: 
Spl Device Install: 
Overfill Dev Inst: 
Overfill Type: 


Tank Details 


Tank Owner ID: 
Tank No: 

Tank Status: 

Tank Type: 

Fed Regulated Tank: 


Tank Materials 


Asphalt/Bare Steel: 
CCP/STI-P3: 
Composite: 
Fiberglass: 

Lined Interior: 
Double Walled: 
Other: 

Other Specify: 


Pipe Materials 


Piping Type: 
Asphalt/Bare Steel: 
Galvanized Steel: 
Fiberglass: 
Copper: 

Cathodic Protected: 
Repaired: 
Impressed Current: 


No 
No 
No 
No 
No 
No 
No 
No 
No 
No 
No 


No 
No 


34442 

R-B 

REM FROM GRD 
UST 

Y 


No 
Yes 
No 
No 
No 
No 
No 


UNKNOWN 
No 

Yes 

No 

No 

No 

No 


Tank/Pipe Release Detection 


Manual Gauging: 
Tank RD Tight Test: 
Inventory Controls: 
Tank RD ATG: 

Tank RD Vapor Mntr: 
Tank RD GW Monitor: 


No 
No 
No 
No 
No 
No 


Direction 


Elev/Diff Site 


Unknown: 
Secondary Contain: 
Other: 

Other Specify: 
Note: 


Overfill Spec: 
Pipe RD MTG: 
Pipe RD ATG: 


Pipe RD GW Monitor: 


Pipe RD Vapor Mntr: 
Pipe IM DbI Wall: 
Pipe IM Sec Cont: 
Pipe RD ALLD: 

Pipe RD Tight Test: 
Pipe RD SIR: 

Pipe RD Leak Defer: 
Pipe RD Other: 

Pipe RD Other Spec: 
Note: 


Install Date: 
Date Closed: 
Capacity: 
Contents: 
Other Contents: 


Impressed Current: 
Polyethyl Jacket: 
Concrete: 
Excavation Liner: 
Secondary Contain: 
Repaired: 
Unknown: 

Note: 


Double Walled: 
Polyflexible: 
Unknown: 
Secondary Contain: 
Other: 

Other Specify: 
Note: 


Overfill Spec: 
Pipe RD MTG: 
Pipe RD ATG: 


Pipe RD GW Monitor: 


Pipe RD Vapor Mntr: 
Pipe IM DbI Wall: 


No 
No 
No 


No 


No 
No 
No 
No 
No 
No 
No 


No 


5/9/1983 
1/25/1994 
3000 
GASOLINE 


No 
No 
No 
No 
No 
No 
No 


No 
No 
No 
No 
No 


No 


No 
No 
No 


DB 


erisinfo.com | Environmental Risk Information Services 


Order No: 20180313188 


Map Key Number of 
Records 


Tnk RD IM DbI Wall: 
Tnk RD IM Sec Cont: 
Tank RD SIR: 

Tank RD Leak Defer: 
Tank RD Other: 

Tank RD Other Spec: 
Spl Device Install: 
Overfill Dev Inst: 
Overfill Type: 


Tank Details 


Tank Owner ID: 
Tank No: 

Tank Status: 

Tank Type: 

Fed Regulated Tank: 


Tank Materials 


Asphalt/Bare Steel: 
CCP/STI-P3: 
Composite: 
Fiberglass: 

Lined Interior: 
Double Walled: 
Other: 

Other Specify: 


Pipe Materials 


Piping Type: 
Asphalt/Bare Steel: 
Galvanized Steel: 
Fiberglass: 

Copper: 

Cathodic Protected: 
Repaired: 
Impressed Current: 


No 
No 
No 
No 
No 


No 
No 


CURR IN USE 
UST 
Y 


No 
No 
Yes 
No 
No 
No 
No 


PRESSURE 
No 

No 

Yes 

No 

No 

No 


Tank/Pipe Release Detection 


Manual Gauging: 
Tank RD Tight Test: 
Inventory Controls: 
Tank RD ATG: 

Tank RD Vapor Mntr: 
Tank RD GW Monitor: 
Tnk RD IM DbI Wall: 
Tnk RD IM Sec Cont: 
Tank RD SIR: 

Tank RD Leak Defer: 
Tank RD Other: 

Tank RD Other Spec: 
Spl Device Install: 
Overfill Dev Inst: 
Overfill Type: 


Tank Details 
Tank Owner ID: 


Tank No: 
Tank Status: 


No 
No 
Yes 
Yes 
No 
No 
No 
No 
No 
No 
No 


Yes 
Yes 
BALL FLOAT 


34442 
R-10 
CLS IN GRD 


Direction 


Elev/Diff Site 


Pipe IM Sec Cont: 
Pipe RD ALLD: 

Pipe RD Tight Test: 
Pipe RD SIR: 

Pipe RD Leak Defer: 
Pipe RD Other: 

Pipe RD Other Spec: 
Note: 


Install Date: 
Date Closed: 
Capacity: 
Contents: 
Other Contents: 


Impressed Current: 
Polyethyl Jacket: 
Concrete: 
Excavation Liner: 
Secondary Contain: 
Repaired: 
Unknown: 

Note: 


Double Walled: 
Polyflexible: 
Unknown: 
Secondary Contain: 
Other: 

Other Specify: 
Note: 


Overfill Spec: 
Pipe RD MTG: 
Pipe RD ATG: 


Pipe RD GW Monitor: 


Pipe RD Vapor Mntr: 
Pipe IM DbI Wall: 
Pipe IM Sec Cont: 
Pipe RD ALLD: 

Pipe RD Tight Test: 
Pipe RD SIR: 

Pipe RD Leak Defer: 
Pipe RD Other: 

Pipe RD Other Spec: 
Note: 


Install Date: 
Date Closed: 
Capacity: 


No 
No 
No 
No 


No 


7/1/1998 


3000 
GASOLINE 


No 
No 
No 
No 
No 
No 
No 


No 
No 
No 
No 
No 


No 


No 
No 
No 
No 
Yes 
No 
No 
No 
No 


DB 


ALLD plus ATG monthly monitoring 


5/8/1981 
5/8/1986 
1000 


erisinfo.com | Environmental Risk Information Services 


Order No: 20180313188 


Map Key Number of 
Records 


Tank Type: 
Fed Regulated Tank: 


Tank Materials 


Asphalt/Bare Steel: 
CCP/STI-P3: 
Composite: 
Fiberglass: 

Lined Interior: 
Double Walled: 
Other: 

Other Specify: 


Pipe Materials 


Piping Type: 
Asphalt/Bare Steel: 
Galvanized Steel: 
Fiberglass: 

Copper: 

Cathodic Protected: 
Repaired: 
Impressed Current: 


UST 
¥ 


No 
Yes 
No 
No 
No 
No 
No 


UNKNOWN 
No 

Yes 

No 

No 

No 

No 


Tank/Pipe Release Detection 


Manual Gauging: 
Tank RD Tight Test: 
Inventory Controls: 
Tank RD ATG: 

Tank RD Vapor Mntr: 
Tank RD GW Monitor: 
Tnk RD IM DbI Wall: 
Tnk RD IM Sec Cont: 
Tank RD SIR: 

Tank RD Leak Defer: 
Tank RD Other: 

Tank RD Other Spec: 
Spl Device Install: 
Overfill Dev Inst: 
Overfill Type: 


Tank Details 


Tank Owner ID: 
Tank No: 

Tank Status: 

Tank Type: 

Fed Regulated Tank: 


Tank Materials 


Asphalt/Bare Steel: 
CCP/STI-P3: 
Composite: 
Fiberglass: 

Lined Interior: 
Double Walled: 
Other: 

Other Specify: 


No 
No 
No 
No 
No 
No 
No 
No 
No 
No 
No 


No 
No 


34442 

R-A 

REM FROM GRD 
UST 

Y 


No 
Yes 
No 
No 
No 
No 
No 


Direction 


Elev/Diff Site 


Contents: 
Other Contents: 


Impressed Current: 
Polyethyl Jacket: 
Concrete: 
Excavation Liner: 
Secondary Contain: 
Repaired: 
Unknown: 

Note: 


Double Walled: 
Polyflexible: 
Unknown: 
Secondary Contain: 
Other: 

Other Specify: 
Note: 


Overfill Spec: 

Pipe RD MTG: 

Pipe RD ATG: 

Pipe RD GW Monitor: 
Pipe RD Vapor Mntr: 
Pipe IM DbI Wall: 
Pipe IM Sec Cont: 
Pipe RD ALLD: 

Pipe RD Tight Test: 
Pipe RD SIR: 

Pipe RD Leak Defer: 
Pipe RD Other: 

Pipe RD Other Spec: 
Note: 


Install Date: 
Date Closed: 
Capacity: 
Contents: 
Other Contents: 


Impressed Current: 
Polyethyl Jacket: 
Concrete: 
Excavation Liner: 
Secondary Contain: 
Repaired: 
Unknown: 

Note: 


UNKNOWN 


No 
No 
No 
No 
No 
No 
No 


No 
No 
No 
No 
No 


No 


No 
No 
No 
No 
No 
No 
No 


No 


5/9/1983 
1/25/1994 
3000 
GASOLINE 


No 
No 
No 
No 
No 
No 
No 


DB 
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Order No: 20180313188 


Map Key Number of 
Records 


Pipe Materials 


Piping Type: 
Asphalt/Bare Steel: 
Galvanized Steel: 
Fiberglass: 

Copper: 

Cathodic Protected: 
Repaired: 
Impressed Current: 


UNKNOWN 
No 

Yes 

No 

No 

No 

No 


Tank/Pipe Release Detection 


Manual Gauging: 
Tank RD Tight Test: 
Inventory Controls: 
Tank RD ATG: 

Tank RD Vapor Mntr: 
Tank RD GW Monitor: 
Tnk RD IM DbI Wall: 
Tnk RD IM Sec Cont: 
Tank RD SIR: 

Tank RD Leak Defer: 
Tank RD Other: 

Tank RD Other Spec: 
Spl Device Install: 
Overfill Dev Inst: 
Overfill Type: 


Tank Details 


Tank Owner ID: 
Tank No: 

Tank Status: 

Tank Type: 

Fed Regulated Tank: 


Tank Materials 


Asphalt/Bare Steel: 
CCP/STI-P3: 
Composite: 
Fiberglass: 

Lined Interior: 
Double Walled: 
Other: 

Other Specify: 


Pipe Materials 


Piping Type: 
Asphalt/Bare Steel: 
Galvanized Steel: 
Fiberglass: 

Copper: 

Cathodic Protected: 
Repaired: 
Impressed Current: 


No 
No 
No 
No 
No 
No 
No 
No 
No 
No 
No 


No 
No 


34442 
R-E 

REM FROM GRD 
UST 

Y 


No 
Yes 
No 
No 
No 
No 
No 


UNKNOWN 
No 

Yes 

No 

No 

No 

No 


Tank/Pipe Release Detection 


Manual Gauging: 
Tank RD Tight Test: 


No 
No 


Direction 


Elev/Diff Site 


Double Walled: 
Polyflexible: 
Unknown: 
Secondary Contain: 
Other: 

Other Specify: 
Note: 


Overfill Spec: 
Pipe RD MTG: 
Pipe RD ATG: 


Pipe RD GW Monitor: 


Pipe RD Vapor Mntr: 
Pipe IM DbI Wall: 
Pipe IM Sec Cont: 
Pipe RD ALLD: 

Pipe RD Tight Test: 
Pipe RD SIR: 

Pipe RD Leak Defer: 
Pipe RD Other: 

Pipe RD Other Spec: 
Note: 


Install Date: 
Date Closed: 
Capacity: 
Contents: 
Other Contents: 


Impressed Current: 
Polyethyl Jacket: 
Concrete: 
Excavation Liner: 
Secondary Contain: 
Repaired: 
Unknown: 

Note: 


Double Walled: 
Polyflexible: 
Unknown: 
Secondary Contain: 
Other: 

Other Specify: 
Note: 


Overfill Spec: 
Pipe RD MTG: 


No 
No 
No 
No 
No 


No 


No 
No 
No 
No 
No 
No 
No 


No 


5/8/1981 
3/24/1994 
5000 
GASOLINE 


No 
No 
No 
No 
No 
No 
Yes 


No 
No 
No 
No 
No 


No 


DB 


erisinfo.com | Environmental Risk Information Services 


Order No: 20180313188 


Map Key Number of 
Records 


Inventory Controls: 
Tank RD ATG: 

Tank RD Vapor Mntr: 
Tank RD GW Monitor: 
Tnk RD IM DbI Wall: 
Tnk RD IM Sec Cont: 
Tank RD SIR: 

Tank RD Leak Defer: 
Tank RD Other: 

Tank RD Other Spec: 
Spl Device Install: 
Overfill Dev Inst: 
Overfill Type: 


Tank Details 


Tank Owner ID: 
Tank No: 

Tank Status: 

Tank Type: 

Fed Regulated Tank: 


Tank Materials 


Asphalt/Bare Steel: 
CCP/STI-P3: 
Composite: 
Fiberglass: 

Lined Interior: 
Double Walled: 
Other: 

Other Specify: 


Pipe Materials 


Piping Type: 
Asphalt/Bare Steel: 
Galvanized Steel: 
Fiberglass: 
Copper: 

Cathodic Protected: 
Repaired: 
Impressed Current: 


No 
No 
No 
No 
No 
No 
No 
No 
No 


No 
No 


34442 
R-F 

REM FROM GRD 
UST 

Y 


No 
Yes 
No 
No 
No 
No 
No 


UNKNOWN 
No 

Yes 

No 

No 

No 

No 


Tank/Pipe Release Detection 


Manual Gauging: 
Tank RD Tight Test: 
Inventory Controls: 
Tank RD ATG: 

Tank RD Vapor Mntr: 
Tank RD GW Monitor: 
Tnk RD IM DbI Wall: 
Tnk RD IM Sec Cont: 
Tank RD SIR: 

Tank RD Leak Defer: 
Tank RD Other: 

Tank RD Other Spec: 
Spl Device Install: 
Overfill Dev Inst: 
Overfill Type: 


Tank Details 


Direction 


Elev/Diff Site 


Pipe RD ATG: 


Pipe RD GW Monitor: 


Pipe RD Vapor Mntr: 
Pipe IM DbI Wall: 
Pipe IM Sec Cont: 
Pipe RD ALLD: 

Pipe RD Tight Test: 
Pipe RD SIR: 

Pipe RD Leak Defer: 
Pipe RD Other: 

Pipe RD Other Spec: 
Note: 


Install Date: 
Date Closed: 
Capacity: 
Contents: 
Other Contents: 


Impressed Current: 
Polyethyl Jacket: 
Concrete: 
Excavation Liner: 
Secondary Contain: 
Repaired: 
Unknown: 

Note: 


Double Walled: 
Polyflexible: 
Unknown: 
Secondary Contain: 
Other: 

Other Specify: 
Note: 


Overfill Spec: 
Pipe RD MTG: 
Pipe RD ATG: 


Pipe RD GW Monitor: 


Pipe RD Vapor Mntr: 
Pipe IM Db! Wall: 
Pipe IM Sec Cont: 
Pipe RD ALLD: 

Pipe RD Tight Test: 
Pipe RD SIR: 

Pipe RD Leak Defer: 
Pipe RD Other: 

Pipe RD Other Spec: 
Note: 


No 
No 
No 
No 
No 
No 
No 


No 


5/8/1981 
3/24/1994 
5000 
GASOLINE 


No 
No 
No 
No 
No 
No 
Yes 


No 
No 
No 
No 
No 


No 


No 
No 
No 
No 
No 
No 
No 


No 


DB 


erisinfo.com | Environmental Risk Information Services 


Order No: 20180313188 


Map Key Number of 
Records 


Tank Owner ID: 
Tank No: 

Tank Status: 

Tank Type: 

Fed Regulated Tank: 


Tank Materials 


Asphalt/Bare Steel: 
CCP/STI-P3: 
Composite: 
Fiberglass: 

Lined Interior: 
Double Walled: 
Other: 

Other Specify: 


Pipe Materials 


Piping Type: 
Asphalt/Bare Steel: 
Galvanized Steel: 
Fiberglass: 

Copper: 

Cathodic Protected: 
Repaired: 
Impressed Current: 


49732 

1 

CURR IN USE 
UST 

Y 


No 
No 
Yes 
No 
No 
No 
No 


PRESSURE 
No 

No 

Yes 

No 

No 

No 


Tank/Pipe Release Detection 


Manual Gauging: 
Tank RD Tight Test: 
Inventory Controls: 
Tank RD ATG: 

Tank RD Vapor Mntr: 
Tank RD GW Monitor: 
Tnk RD IM DbI Wall: 
Tnk RD IM Sec Cont: 
Tank RD SIR: 

Tank RD Leak Defer: 
Tank RD Other: 

Tank RD Other Spec: 
Spl Device Install: 
Overfill Dev Inst: 
Overfill Type: 


Tank Details 


Tank Owner ID: 
Tank No: 

Tank Status: 

Tank Type: 

Fed Regulated Tank: 


Tank Materials 


Asphalt/Bare Steel: 
CCP/STI-P3: 
Composite: 
Fiberglass: 

Lined Interior: 
Double Walled: 


No 
No 
Yes 
Yes 
No 
No 
No 
No 
No 
No 
No 


Yes 
Yes 
BALL FLOAT 


CURR IN USE 
UST 
Y 


No 
No 
Yes 
No 
No 
No 


Direction 


Elev/Diff Site 


Install Date: 
Date Closed: 
Capacity: 
Contents: 
Other Contents: 


Impressed Current: 
Polyethyl Jacket: 
Concrete: 
Excavation Liner: 
Secondary Contain: 
Repaired: 
Unknown: 

Note: 


Double Walled: 
Polyflexible: 
Unknown: 
Secondary Contain: 
Other: 

Other Specify: 
Note: 


Overfill Spec: 
Pipe RD MTG: 
Pipe RD ATG: 


Pipe RD GW Monitor: 


Pipe RD Vapor Mntr: 
Pipe IM DbI Wall: 
Pipe IM Sec Cont: 
Pipe RD ALLD: 

Pipe RD Tight Test: 
Pipe RD SIR: 

Pipe RD Leak Defer: 
Pipe RD Other: 

Pipe RD Other Spec: 
Note: 


Install Date: 
Date Closed: 
Capacity: 
Contents: 
Other Contents: 


Impressed Current: 
Polyethyl Jacket: 
Concrete: 
Excavation Liner: 
Secondary Contain: 
Repaired: 


7/1/1998 


12000 
GASOLINE 


No 
No 
No 
No 
No 
No 
No 


No 
No 
No 
No 
No 


No 


No 
No 
No 
No 
Yes 
No 
No 
No 
No 


DB 


ALLD plus ATG monthly monitoring 


7/1/1998 


9000 
GASOLINE 


No 
No 
No 
No 
No 
No 
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Other: 
Other Specify: 


Pipe Materials 


Piping Type: 
Asphalt/Bare Steel: 
Galvanized Steel: 
Fiberglass: 

Copper: 

Cathodic Protected: 
Repaired: 
Impressed Current: 


No 


PRESSURE 
No 

No 

Yes 

No 

No 

No 


Tank/Pipe Release Detection 


Manual Gauging: 
Tank RD Tight Test: 
Inventory Controls: 
Tank RD ATG: 

Tank RD Vapor Mntr: 
Tank RD GW Monitor: 
Tnk RD IM DbI Wall: 
Tnk RD IM Sec Cont: 
Tank RD SIR: 

Tank RD Leak Defer: 
Tank RD Other: 

Tank RD Other Spec: 
Spl Device Install: 
Overfill Dev Inst: 
Overfill Type: 


Tank Details 


Tank Owner ID: 
Tank No: 

Tank Status: 

Tank Type: 

Fed Regulated Tank: 


Tank Materials 


Asphalt/Bare Steel: 
CCP/STI-P3: 
Composite: 
Fiberglass: 

Lined Interior: 
Double Walled: 
Other: 

Other Specify: 


Pipe Materials 


Piping Type: 
Asphalt/Bare Steel: 
Galvanized Steel: 
Fiberglass: 

Copper: 

Cathodic Protected: 
Repaired: 
Impressed Current: 


No 
No 
Yes 
Yes 
No 
No 
No 
No 
No 
No 
No 


Yes 
Yes 
BALL FLOAT 


34442 
R-G 

REM FROM GRD 
UST 

Y 


No 
Yes 
No 
No 
No 
No 
No 


UNKNOWN 
No 

Yes 

No 

No 

No 

No 


Direction 


Elev/Diff Site 


Unknown: 
Note: 


Double Walled: 
Polyflexible: 
Unknown: 
Secondary Contain: 
Other: 

Other Specify: 
Note: 


Overfill Spec: 

Pipe RD MTG: 

Pipe RD ATG: 

Pipe RD GW Monitor: 
Pipe RD Vapor Mntr: 
Pipe IM DbI Wall: 
Pipe IM Sec Cont: 
Pipe RD ALLD: 

Pipe RD Tight Test: 
Pipe RD SIR: 

Pipe RD Leak Defer: 
Pipe RD Other: 

Pipe RD Other Spec: 
Note: 


Install Date: 
Date Closed: 
Capacity: 
Contents: 
Other Contents: 


Impressed Current: 
Polyethyl Jacket: 
Concrete: 
Excavation Liner: 
Secondary Contain: 
Repaired: 
Unknown: 

Note: 


Double Walled: 
Polyflexible: 
Unknown: 
Secondary Contain: 
Other: 

Other Specify: 
Note: 


No 


No 
No 
No 
No 
No 


DB 


ALLD plus ATG monthly monitoring 


5/8/1981 
3/24/1994 
5000 
GASOLINE 


No 
No 
No 
No 
No 
No 
Yes 


No 
No 
No 
No 
No 
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Map Key Number of 
Records 


Tank/Pipe Release Detection 


Manual Gauging: 
Tank RD Tight Test: 
Inventory Controls: 
Tank RD ATG: 

Tank RD Vapor Mntr: 
Tank RD GW Monitor: 
Tnk RD IM DbI Wall: 
Tnk RD IM Sec Cont: 
Tank RD SIR: 

Tank RD Leak Defer: 
Tank RD Other: 

Tank RD Other Spec: 
Spl Device Install: 
Overfill Dev Inst: 
Overfill Type: 


Tank Details 


Tank Owner ID: 
Tank No: 

Tank Status: 

Tank Type: 

Fed Regulated Tank: 


Tank Materials 


Asphalt/Bare Steel: 
CCP/STI-P3: 
Composite: 
Fiberglass: 

Lined Interior: 
Double Walled: 
Other: 

Other Specify: 


Pipe Materials 


Piping Type: 
Asphalt/Bare Steel: 
Galvanized Steel: 
Fiberglass: 

Copper: 

Cathodic Protected: 
Repaired: 
Impressed Current: 


No 
No 
No 
No 
No 
No 
No 
No 
No 
No 
No 


No 
No 


34442 
R-H 

REM FROM GRD 
UST 

Y 


No 
Yes 
No 
No 
No 
No 
No 


UNKNOWN 
No 

Yes 

No 

No 

No 

No 


Tank/Pipe Release Detection 


Manual Gauging: 
Tank RD Tight Test: 
Inventory Controls: 
Tank RD ATG: 

Tank RD Vapor Mntr: 
Tank RD GW Monitor: 
Tnk RD IM DbI Wall: 
Tnk RD IM Sec Cont: 
Tank RD SIR: 

Tank RD Leak Defer: 
Tank RD Other: 

Tank RD Other Spec: 
Spl Device Install: 
Overfill Dev Inst: 


No 
No 
No 
No 
No 
No 
No 
No 
No 
No 
No 


No 
No 


Direction 


Elev/Diff Site 


Overfill Spec: 
Pipe RD MTG: 
Pipe RD ATG: 


Pipe RD GW Monitor: 


Pipe RD Vapor Mntr: 
Pipe IM Db! Wall: 
Pipe IM Sec Cont: 
Pipe RD ALLD: 

Pipe RD Tight Test: 
Pipe RD SIR: 

Pipe RD Leak Defer: 
Pipe RD Other: 

Pipe RD Other Spec: 
Note: 


Install Date: 
Date Closed: 
Capacity: 
Contents: 
Other Contents: 


Impressed Current: 
Polyethyl Jacket: 
Concrete: 
Excavation Liner: 
Secondary Contain: 
Repaired: 
Unknown: 

Note: 


Double Walled: 
Polyflexible: 
Unknown: 
Secondary Contain: 
Other: 

Other Specify: 
Note: 


Overfill Spec: 
Pipe RD MTG: 
Pipe RD ATG: 


Pipe RD GW Monitor: 


Pipe RD Vapor Mntr: 
Pipe IM DbI Wall: 
Pipe IM Sec Cont: 
Pipe RD ALLD: 

Pipe RD Tight Test: 
Pipe RD SIR: 

Pipe RD Leak Defer: 
Pipe RD Other: 

Pipe RD Other Spec: 
Note: 


No 


No 
No 
No 
No 
No 
No 
No 


No 


5/8/1981 
3/24/1994 
5000 
GASOLINE 


No 
No 
No 
No 
No 
No 
Yes 


No 
No 
No 
No 
No 


No 


No 
No 
No 
No 
No 
No 
No 


No 


DB 
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Map Key Number of 
Records 


Overfill Type: 


Tank Details 


Tank Owner ID: 
Tank No: 

Tank Status: 

Tank Type: 

Fed Regulated Tank: 


Tank Materials 


Asphalt/Bare Steel: 
CCP/STI-P3: 
Composite: 
Fiberglass: 

Lined Interior: 
Double Walled: 
Other: 

Other Specify: 


Pipe Materials 


Piping Type: 
Asphalt/Bare Steel: 
Galvanized Steel: 
Fiberglass: 
Copper: 

Cathodic Protected: 
Repaired: 
Impressed Current: 


34442 

R-D 

REM FROM GRD 
UST 

Y 


UNKNOWN 
No 

Yes 

No 

No 

No 

No 


Tank/Pipe Release Detection 


Manual Gauging: 
Tank RD Tight Test: 
Inventory Controls: 
Tank RD ATG: 

Tank RD Vapor Mntr: 
Tank RD GW Monitor: 
Tnk RD IM DbI Wall: 
Tnk RD IM Sec Cont: 
Tank RD SIR: 

Tank RD Leak Defer: 
Tank RD Other: 

Tank RD Other Spec: 
Spl Device Install: 
Overfill Dev Inst: 
Overfill Type: 


Tank Details 


Tank Owner ID: 
Tank No: 

Tank Status: 

Tank Type: 

Fed Regulated Tank: 


Tank Materials 


Asphalt/Bare Steel: 
CCP/STI-P3: 


No 
No 
No 
No 
No 
No 
No 
No 
No 
No 
No 


No 
No 


CURR IN USE 
UST 
Y 


No 
No 


Direction 


Elev/Diff Site 


Install Date: 
Date Closed: 
Capacity: 
Contents: 
Other Contents: 


Impressed Current: 
Polyethyl Jacket: 
Concrete: 
Excavation Liner: 
Secondary Contain: 
Repaired: 
Unknown: 

Note: 


Double Walled: 
Polyflexible: 
Unknown: 
Secondary Contain: 
Other: 

Other Specify: 
Note: 


Overfill Spec: 
Pipe RD MTG: 
Pipe RD ATG: 


Pipe RD GW Monitor: 


Pipe RD Vapor Mntr: 
Pipe IM DbI Wall: 
Pipe IM Sec Cont: 
Pipe RD ALLD: 

Pipe RD Tight Test: 
Pipe RD SIR: 

Pipe RD Leak Defer: 
Pipe RD Other: 

Pipe RD Other Spec: 
Note: 


Install Date: 
Date Closed: 
Capacity: 
Contents: 
Other Contents: 


Impressed Current: 
Polyethyl Jacket: 


5/8/1981 
3/24/1994 
5000 
GASOLINE 


No 
No 
No 
No 
No 
No 
No 


No 
No 
No 
No 
No 


No 


No 
No 
No 
No 
No 
No 
No 


No 


7/1/1998 


9000 
KEROSENE 


No 
No 


DB 
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Map Key Number of Direction 
Records 

Composite: Yes 

Fiberglass: No 

Lined Interior: No 

Double Walled: No 

Other: No 

Other Specify: 


Pipe Materials 


Piping Type: 
Asphalt/Bare Steel: 
Galvanized Steel: 
Fiberglass: 

Copper: 

Cathodic Protected: 
Repaired: 
Impressed Current: 


PRESSURE 
No 

No 

Yes 

No 

No 

No 


Tank/Pipe Release Detection 


Manual Gauging: 
Tank RD Tight Test: 
Inventory Controls: 
Tank RD ATG: 

Tank RD Vapor Mntr: 
Tank RD GW Monitor: 
Tnk RD IM DbI Wall: 
Tnk RD IM Sec Cont: 
Tank RD SIR: 

Tank RD Leak Defer: 
Tank RD Other: 

Tank RD Other Spec: 
Spl Device Install: 
Overfill Dev Inst: 
Overfill Type: 


Owner 


Tank Owner ID: 

No of Active AST: 
No of Active UST: 
No of Inactive AST: 
No of Inactive UST: 
Federal Regulated: 
Region: 

Name: 


Owner 


Tank Owner ID: 

No of Active AST: 
No of Active UST: 
No of Inactive AST: 
No of Inactive UST: 
Federal Regulated: 
Region: 

Name: 


Owner 
Tank Owner ID: 


No of Active AST: 
No of Active UST: 


No 
No 
Yes 
Yes 
No 
No 
No 
No 
No 
No 
No 


Yes 
Yes 
BALL FLOAT 


34753 


11 

Y 

TRO 

Holiday Food Store # 401 


34442 


11 

Y 

TRO 

Holiday Food Store # 401 


49732 


Elev/Diff Site 
(ft) 


Concrete: 
Excavation Liner: 
Secondary Contain: 
Repaired: 
Unknown: 

Note: 


Double Walled: 
Polyflexible: 
Unknown: 
Secondary Contain: 
Other: 

Other Specify: 
Note: 


Overfill Spec: 

Pipe RD MTG: 

Pipe RD ATG: 

Pipe RD GW Monitor: 
Pipe RD Vapor Mntr: 
Pipe IM DbI Wall: 
Pipe IM Sec Cont: 
Pipe RD ALLD: 

Pipe RD Tight Test: 
Pipe RD SIR: 

Pipe RD Leak Defer: 
Pipe RD Other: 

Pipe RD Other Spec: 
Note: 


Owner Name: 
Owner Address 1: 
Owner Address 2: 
Owner City: 
Owner State: 
Owner Zip 5: 
Owner Zip 4: 
Owner Type: 


Owner Name: 
Owner Address 1: 
Owner Address 2: 
Owner City: 
Owner State: 
Owner Zip 5: 
Owner Zip 4: 
Owner Type: 


Owner Name: 
Owner Address 1: 
Owner Address 2: 


No 
No 
No 
No 
No 


No 
No 
No 
No 
No 


ALLD plus ATG monthly monitoring 


Supreme Petroleum Inc 
1200 Progress Rd 


Suffolk 
VA 
23434 


COMMERCIAL 


Suffolk Oil Co Inc 
724 North Main Street 
PO Box 1218 
SUFFOLK 

VA 

23434 


COMMERCIAL 


"Pari Property, Inc" 
715 N Main St 


DB 
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Order No: 20180313188 


Map Key Number of Direction Distance Elev/Diff Site DB 
Records (mi/ft) 
No of Inactive AST: 0 Owner City: Suffolk 
No of Inactive UST: 11 Owner Siate: VA 
Federal Regulated: Y Owner Zip 5: 23434 
Region: TRO Owner Zip 4: 
Name: Holiday Food Store # 401 Owner Type: COMMERCIAL 
3 1 of 2 Wwsw 0.01 / 4.54 / Supreme Petroleum - 725 N Main LST 
44.58 St 
725 N Main St 
Suffolk VA 23434 
PC No: 19910195 Heat Oil Category: 
CEDS Fac ID: 200000067195 Exmpt1 UST2: No 
Case Siatus: Closed Exmpit2 Ht Oil UST2: No 
Case Closed Date: 8/14/2008 Small Ht Oil AST2: No 
Fed Regulated UST?: —No Regulated AST3: Yes 
Program: RP Lead Unregulated AST3: No 
Release Reported: 4/17/1989 Other Tank Type?: No 
Reg Petrol UST1: No Oth Tank Type Desc: 
Excluded UST1: No Unknown Tank Type?: No 
Deferred UST1: No County: Suffolk City 
Partial Defer UST1: No Region: TRO 
3 2 of 2 wsw 0.01 / 4.54 / Supreme Petroleum 
: 44.58 725 N Main St vor 
Suffolk VA 23434 
Facility ID: 5014432 Region: TRO 
CEDS Facility ID: 200000067195 Parent Region: Tidewater 
Facility Active: No Facility Addr 1: 725 N Main St 
Federally Regulated: Yes Facility Addr 2: 
Active UST: 0 City: Suffolk 
Inactive UST: 4 Facility Location: 
Active AST: 0 County: Suffolk City 
Inactive AST: 0 State: VA 
Facility Type: GAS STATION Latitude: 36.7399059954 
Facility Name: Supreme Petroleum Longitude: -76.583188001 
Tank Details 
Tank Owner ID: 34753 Install Date: 5/5/1976 
Tank No: R2 Date Closed: 1/1/1990 
Tank Status: REM FROM GRD Capacity: 3000 
Tank Type: UST Contents: GASOLINE 
Fed Regulated Tank: Y Other Contents: 
Tank Materials 
Asphalt/Bare Steel: Yes Impressed Current: No 
CCP/STI-P3: No Polyethyl Jacket: No 
Composite: No Concrete: No 
Fiberglass: No Excavation Liner: No 
Lined Interior: No Secondary Contain: No 
Double Walled: No Repaired: No 
Other: No Unknown: No 
Other Specify: Note: 
Pipe Materials 
Piping Type: UNKNOWN Double Walled: No 
Asphalt/Bare Steel: No Polyflexible: No 
Galvanized Steel: Yes Unknown: No 
Fiberglass: No Secondary Contain: No 
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Map Key Number of 
Records 


Copper: 

Cathodic Protected: 
Repaired: 
Impressed Current: 


No 
No 
No 


Tank/Pipe Release Detection 


Manual Gauging: 
Tank RD Tight Test: 
Inventory Controls: 
Tank RD ATG: 

Tank RD Vapor Mntr: 
Tank RD GW Monitor: 
Tnk RD IM DbI Wall: 
Tnk RD IM Sec Cont: 
Tank RD SIR: 

Tank RD Leak Defer: 
Tank RD Other: 

Tank RD Other Spec: 
Spl Device Install: 
Overfill Dev Inst: 
Overfill Type: 


Tank Details 


Tank Owner ID: 
Tank No: 

Tank Status: 

Tank Type: 

Fed Regulated Tank: 


Tank Materials 


Asphalt/Bare Steel: 
CCP/STI-P3: 
Composite: 
Fiberglass: 

Lined Interior: 
Double Walled: 
Other: 

Other Specify: 


Pipe Materials 


Piping Type: 
Asphalt/Bare Steel: 
Galvanized Steel: 
Fiberglass: 
Copper: 

Cathodic Protected: 
Repaired: 
Impressed Current: 


No 
No 
No 
No 
No 
No 
No 
No 
No 
No 
No 


No 
No 


REM FROM GRD 
UST 
Y 


Yes 
No 
No 
No 
No 
No 
No 


UNKNOWN 
No 

Yes 

No 

No 

No 

No 


Tank/Pipe Release Detection 


Manual Gauging: 
Tank RD Tight Test: 
Inventory Controls: 
Tank RD ATG: 

Tank RD Vapor Mntr: 
Tank RD GW Monitor: 
Tnk RD IM DbI Wall: 
Tnk RD IM Sec Cont: 


Direction 


Elev/Diff Site 


Other: 
Other Specify: 
Note: 


Overfill Spec: 
Pipe RD MTG: 
Pipe RD ATG: 


Pipe RD GW Monitor: 


Pipe RD Vapor Mntr: 
Pipe IM DbI Wall: 
Pipe IM Sec Cont: 
Pipe RD ALLD: 

Pipe RD Tight Test: 
Pipe RD SIR: 

Pipe RD Leak Defer: 
Pipe RD Other: 

Pipe RD Other Spec: 
Note: 


Install Date: 
Date Closed: 
Capacity: 
Contents: 
Other Contents: 


Impressed Current: 
Polyethyl Jacket: 
Concrete: 
Excavation Liner: 
Secondary Contain: 
Repaired: 
Unknown: 

Note: 


Double Walled: 
Polyflexible: 
Unknown: 
Secondary Contain: 
Other: 

Other Specify: 
Note: 


Overfill Spec: 
Pipe RD MTG: 
Pipe RD ATG: 


Pipe RD GW Monitor: 


Pipe RD Vapor Mntr: 
Pipe IM DbI Wall: 
Pipe IM Sec Cont: 
Pipe RD ALLD: 


No 


No 


No 
No 
No 
No 
No 
No 
No 


No 


5/5/1976 
1/1/1990 
3000 
GASOLINE 


No 
No 
No 
No 
No 
No 
No 


No 
No 
No 
No 
No 


No 


No 
No 
No 
No 
No 


DB 
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Tank RD SIR: 

Tank RD Leak Defer: 
Tank RD Other: 

Tank RD Other Spec: 
Spl Device Install: 
Overfill Dev Inst: 
Overfill Type: 


Tank Details 


Tank Owner ID: 
Tank No: 

Tank Status: 

Tank Type: 

Fed Regulated Tank: 


Tank Materials 


Asphalt/Bare Steel: 
CCP/STI-P3: 
Composite: 
Fiberglass: 

Lined Interior: 
Double Walled: 
Other: 

Other Specify: 


Pipe Materials 


Piping Type: 
Asphalt/Bare Steel: 
Galvanized Steel: 
Fiberglass: 
Copper: 

Cathodic Protected: 
Repaired: 
Impressed Current: 


No 
No 
No 


No 
No 


34753 
4 

CLS IN GRD 
UST 

Y 


UNKNOWN 
No 
No 
No 
No 
No 
No 


Tank/Pipe Release Detection 


Manual Gauging: 
Tank RD Tight Test: 
Inventory Controls: 
Tank RD ATG: 

Tank RD Vapor Mntr: 
Tank RD GW Monitor: 
Tnk RD IM DbI Wall: 
Tnk RD IM Sec Cont: 
Tank RD SIR: 

Tank RD Leak Defer: 
Tank RD Other: 

Tank RD Other Spec: 
Spl Device Install: 
Overfill Dev Inst: 
Overfill Type: 


Tank Details 


Tank Owner ID: 
Tank No: 

Tank Status: 

Tank Type: 

Fed Regulated Tank: 


No 
No 
No 
No 
No 
No 
No 
No 
No 
No 
No 


No 
No 


34753 

5 

CLS IN GRD 
UST 

Y 


Direction 


Elev/Diff Site 


Pipe RD Tight Test: 
Pipe RD SIR: 

Pipe RD Leak Defer: 
Pipe RD Other: 

Pipe RD Other Spec: 
Note: 


Install Date: 
Date Closed: 
Capacity: 
Contents: 
Other Contents: 


Impressed Current: 
Polyethyl Jacket: 
Concrete: 
Excavation Liner: 
Secondary Contain: 
Repaired: 
Unknown: 

Note: 


Double Walled: 
Polyflexible: 
Unknown: 
Secondary Contain: 
Other: 

Other Specify: 
Note: 


Overfill Spec: 
Pipe RD MTG: 
Pipe RD ATG: 


Pipe RD GW Monitor: 


Pipe RD Vapor Mntr: 
Pipe IM Dbl! Wall: 
Pipe IM Sec Cont: 
Pipe RD ALLD: 

Pipe RD Tight Test: 
Pipe RD SIR: 

Pipe RD Leak Defer: 
Pipe RD Other: 

Pipe RD Other Spec: 
Note: 


Install Date: 
Date Closed: 
Capacity: 
Contents: 
Other Contents: 


No 
No 


No 


5/1/1986 
2000 
GASOLINE 


No 
No 
No 
No 
No 
No 
No 


No 
No 
Yes 
No 
No 


No 


No 
No 
No 
No 
No 
No 
No 


No 


5/1/1986 
2000 
GASOLINE 


DB 
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Tank Materials 


Asphalt/Bare Steel: 
CCP/STI-P3: 
Composite: 
Fiberglass: 

Lined Interior: 
Double Walled: 
Other: 

Other Specify: 


Pipe Materials 


Piping Type: 
Asphalt/Bare Steel: 
Galvanized Steel: 
Fiberglass: 

Copper: 

Cathodic Protected: 
Repaired: 
Impressed Current: 


Yes 
No 
No 
No 
No 
No 
No 


UNKNOWN 
No 
No 
No 
No 
No 
No 


Tank/Pipe Release Detection 


Manual Gauging: 
Tank RD Tight Test: 
Inventory Controls: 
Tank RD ATG: 

Tank RD Vapor Mntr: 
Tank RD GW Monitor: 
Tnk RD IM DbI Wall: 
Tnk RD IM Sec Cont: 
Tank RD SIR: 

Tank RD Leak Defer: 
Tank RD Other: 

Tank RD Other Spec: 
Spl Device Install: 
Overfill Dev Inst: 
Overfill Type: 


Owner 


Tank Owner ID: 

No of Active AST: 
No of Active UST: 
No of Inactive AST: 
No of Inactive UST: 
Federal Regulated: 
Region: 

Name: 


4 1 of 1 


PC No: 

CEDS Fac ID: 

Case Status: 

Case Closed Date: 
Fed Regulated UST?: 
Program: 

Release Reported: 


No 
No 
No 
No 
No 
No 
No 
No 
No 
No 
No 


No 
No 


Supreme Petroleum 


Ww 


20065080 
200000222748 
Closed 
9/19/2006 

No 

RP Lead 
12/1/2005 


Direction 


7.19 / 


Elev/Diff Site 


Impressed Current: 
Polyethyl Jacket: 
Concrete: 
Excavation Liner: 
Secondary Contain: 
Repaired: 
Unknown: 

Note: 


Double Walled: 
Polyflexible: 
Unknown: 
Secondary Contain: 
Other: 

Other Specify: 
Note: 


Overfill Spec: 

Pipe RD MTG: 

Pipe RD ATG: 

Pipe RD GW Monitor: 
Pipe RD Vapor Mntr: 
Pipe IM DbI Wall: 
Pipe IM Sec Cont: 
Pipe RD ALLD: 

Pipe RD Tight Test: 
Pipe RD SIR: 

Pipe RD Leak Defer: 
Pipe RD Other: 

Pipe RD Other Spec: 
Note: 


Owner Name: 
Owner Address 1: 
Owner Address 2: 
Owner City: 
Owner State: 
Owner Zip 5: 
Owner Zip 4: 
Owner Type: 


DB 


No 
No 
No 
No 
No 
No 
No 


No 
No 
Yes 
No 
No 


No 


No 
No 
No 
No 
No 
No 
No 


No 


Supreme Petroleum Inc 
1200 Progress Rd 


Suffolk 
VA 
23434 


COMMERCIAL 


Partners Restaurant - Former 
729 N Main St 


LST 


Suffolk VA 23434 


Heat Oil Category: 
Exmpt1 UST2: 
Exmpt2 Ht Oil UST2: 
Small Ht Oil AST2: 
Regulated AST3: 
Unregulated AST3: 
Other Tank Type?: 
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Map Key Number of Direction Distance Elev/Diff Site DB 
Records (mi/ft) (ft) 
Reg Petrol UST1: No Oth Tank Type Desc: 
Excluded UST1: No Unknown Tank Type?: No 
Deferred UST1: No County: Suffolk City 
Partial Defer UST1: No Region: TRO 
5 1 of 1 Ww 0.05 / 7.75 / Suffolk Oil Bulk Plant LST 
245.77 5 724 North Main Street 
Suffolk VA 23439-1218 
PC No: 20015090 Heat Oil Category: 
CEDS Fac ID: 200000067180 Exmpt1 UST2: No 
Case Siatus: Closed Exmpit2 Ht Oil UST2: No 
Case Closed Date: 10/25/2002 Small Ht Oil AST2: No 
Fed Regulated UST?: —No Regulated AST3: No 
Program: RP Lead Unregulated AST3: No 
Release Reported: 12/10/2000 Other Tank Type?: Yes 
Reg Petrol UST1: No Oth Tank Type Desc: former ASTs 
Excluded UST1: No Unknown Tank Type?: No 
Deferred UST1: No County: Suffolk City 
Partial Defer UST1: No Region: TRO 
6 1 of 1 Ww 0.06 / 9.55 / William T Yost UST 
327.55 7 805 N Main St 
Suffolk VA 23434 
Facility ID: 5024000 Region: TRO 
CEDS Facility ID: 200000067735 Parent Region: Tidewater 
Facility Active: No Facility Addr 1: 805 N Main St 
Federally Regulated: Yes Facility Addr 2: 
Active UST: 0 City: Suffolk 
Inactive UST: 1 Facility Location: 
Active AST: 0 County: Suffolk City 
Inactive AST: 0 State: VA 
Facility Type: UNKNOWN Latitude: 36.7418359987 
Facility Name: William T Yost Longitude: -76.5835880038 
Tank Details 
Tank Owner ID: 29717 Install Date: 1/1/1976 
Tank No: 1 Date Closed: 12/1/1983 
Tank Status: CLS IN GRD Capacity: 3000 
Tank Type: UST Contents: UNKNOWN 
Fed Regulated Tank: Y Other Contents: 
Tank Materials 
Asphalt/Bare Steel: Yes Impressed Current: No 
CCP/STI-P3: No Polyethy! Jacket: No 
Composite: No Concrete: No 
Fiberglass: No Excavation Liner: No 
Lined Interior: No Secondary Contain: No 
Double Walled: No Repaired: No 
Other: No Unknown: No 
Other Specify: Note: 
Pipe Materials 
Piping Type: UNKNOWN Double Walled: No 
Asphalt/Bare Steel: No Polyflexible: No 
Galvanized Steel: No Unknown: Yes 
Fiberglass: No Secondary Contain: No 
Copper: No Other: No 
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Map Key Number of Direction Distance Elev/Diff Site DB 
Records (mi/ft) (ft) 
Cathodic Protected: No Other Specify: 
Repaired: No Note: 
Impressed Current: 
Tank/Pipe Release Detection 
Manual Gauging: No Overfill Spec: 
Tank RD Tight Test: No Pipe RD MTG: No 
Inventory Controls: No Pipe RD ATG: 
Tank RD ATG: No Pipe RD GW Monitor: No 
Tank RD Vapor Mntr: No Pipe RD Vapor Mntr: No 
Tank RD GW Monitor: — No Pipe IM DbI Wall: No 
Tnk RD IM DbI Wall: No Pipe IM Sec Cont: No 
Tnk RD IM Sec Cont: No Pipe RD ALLD: No 
Tank RD SIR: No Pipe RD Tight Test: No 
Tank RD Leak Defer: No Pipe RD SIR: No 
Tank RD Other: No Pipe RD Leak Defer: 
Tank RD Other Spec: Pipe RD Other: No 
Spl Device Install: No Pipe RD Other Spec: 
Overfill Dev Inst: No Note: 
Overfill Type: 
Owner 
Tank Owner ID: 29717 Owner Name: William T Yost 
No of Active AST: 0 Owner Address 1: 310 Sherwood Dr 
No of Active UST: 0 Owner Address 2: 
No of Inactive AST: 0 Owner City: Suffolk 
No of Inactive UST: 1 Owner State: VA 
Federal Regulated: Y Owner Zip 5: 23434 
Region: TRO Owner Zip 4: 
Name: William T Yost Owner Type: COMMERCIAL 
= 1 of 1 Ww 0.07 / 9.44 / Yost Property-PARCEL 006, 700 LST 
357.13 7 BLOCK 
N. Main Street 
Suffolk VA 23434 
PC No: 19972255 Heat Oil Category: 
CEDS Fac ID: 200000066471 Exmpt1 UST2: No 
Case Siatus: Closed Exmpi2 Ht Oil UST2: No 
Case Closed Date: 5/1/1997 Small Ht Oil AST2: No 
Fed Regulated UST?: No Regulated AST3: No 
Program: RP Lead Unregulated AST3: No 
Release Reported: 8/5/1996 Other Tank Type?: No 
Reg Petrol UST1: No Oth Tank Type Desc: 
Excluded UST1: No Unknown Tank Type?: No 
Deferred UST1: No County: Suffolk City 
Partial Defer UST1: No Region: TRO 
8 1 of 3 W 0.07 / 10.90 / Hess Station #46304 
: 365.14 8 804 N. Main St. DELISTED 
Suffolk VA 23434 ies 
Tank Owner ID: 35769 Facility Active: 
Facility ID: 5010852 Facility Type: GAS STATION 
CEDS Facility ID: 2.000000655e+011 Facility Name: 
Original Source: UST Facility Addr 1: 
Record Date: 07-FEB-2016 Facility Addr 2: 
Fed Regulated: Y Facility City: 
Active USTs: 0 Region: TRO 
Inactive USTs: 4 County: Suffolk City 
Active ASTs: 0 State: VA 
Inactive ASTs: 0 Owner Name: Hess Realty Corporation 
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Map Key Number of Direction Distance Elev/Diff Site DB 
Records (mi/ft) (ft) 

UST Status: Owner Type: 
AST Status: Owner Address 1: 1 Hess Plaza 
Changed By: Owner Address 2: 
Changed Date: Owner City: Woodbridge 
Inserted By: Owner State: NJ 
Inserted Date: Owner Zip 4: 
Reference: Owner Zip 5: 7095 
Verified By: Latitude: 
Verify Date: Longitude: 
Parent Region: 
Facility Location: 

8 2 of 3 W 0.07 / 10.90 / HESS STATION #46304 LST 

= 365.14 8 804 N. Main St. 

Suffolk VA 23434 
PC No: 19972292 Heat Oil Category: 
CEDS Fac ID: 200000065504 Exmpt1 UST2: No 
Case Siatus: Closed Exmpi2 Ht Oil UST2: No 
Case Closed Date: 12/4/1996 Small Ht Oil AST2: No 
Fed Regulated UST?: Yes Regulated AST3: No 
Program: RP Lead Unregulated AST3: No 
Release Reported: 11/13/1996 Other Tank Type?: No 
Reg Petrol UST1: No Oth Tank Type Desc: 
Excluded UST1: No Unknown Tank Type?: No 
Deferred UST1: No County: Suffolk City 
Partial Defer UST1: No Region: TRO 
“8 3 of 3 W 0.07 / 10.90 / Hess Station #46304 UST 
~ 365.14 8 804 N. Main St. 
Suffolk VA 23434 

Facility ID: 5010852 Region: TRO 
CEDS Facility ID: 200000065504 Parent Region: Tidewater 
Facility Active: No Facility Addr 1: 804 N. Main St. 
Federally Regulated: Yes Facility Addr 2: 
Active UST: 0 City: Suffolk 
Inactive UST: 4 Facility Location: 
Active AST: 0 County: Suffolk City 
Inactive AST: 0 State: VA 
Facility Type: GAS STATION Latitude: 36.7419880025 
Facility Name: Hess Station #46304 Longitude: -76.5834740004 
Tank Details 
Tank Owner ID: 33378 Install Date: 4/28/1968 
Tank No: 2 Date Closed: 12/1/1981 
Tank Status: CLS IN GRD Capacity: 4000 
Tank Type: UST Contents: UNKNOWN 
Fed Regulated Tank: Y Other Contents: 
Tank Materials 
Asphalt/Bare Steel: Yes Impressed Current: No 
CCP/STI-P3: No Polyethy! Jacket: No 
Composite: No Concrete: No 
Fiberglass: No Excavation Liner: No 
Lined Interior: No Secondary Contain: No 
Double Walled: No Repaired: No 
Other: No Unknown: No 
Other Specify: Note: 
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Records 


Pipe Materials 


Piping Type: 
Asphalt/Bare Steel: 
Galvanized Steel: 
Fiberglass: 

Copper: 

Cathodic Protected: 
Repaired: 
Impressed Current: 


UNKNOWN 
No 

Yes 

No 

No 

No 

No 


Tank/Pipe Release Detection 


Manual Gauging: 
Tank RD Tight Test: 
Inventory Controls: 
Tank RD ATG: 

Tank RD Vapor Mntr: 
Tank RD GW Monitor: 
Tnk RD IM DbI Wall: 
Tnk RD IM Sec Cont: 
Tank RD SIR: 

Tank RD Leak Defer: 
Tank RD Other: 

Tank RD Other Spec: 
Spl Device Install: 
Overfill Dev Inst: 
Overfill Type: 


Tank Details 


Tank Owner ID: 
Tank No: 

Tank Status: 

Tank Type: 

Fed Regulated Tank: 


Tank Materials 


Asphalt/Bare Steel: 
CCP/STI-P3: 
Composite: 
Fiberglass: 

Lined Interior: 
Double Walled: 
Other: 

Other Specify: 


Pipe Materials 


Piping Type: 
Asphalt/Bare Steel: 
Galvanized Steel: 
Fiberglass: 

Copper: 

Cathodic Protected: 
Repaired: 
Impressed Current: 


No 
No 
No 
No 
No 
No 
No 
No 
No 
No 
No 


No 
No 


33378 

4 

CLS IN GRD 
UST 

Y 


UNKNOWN 
No 
No 
No 
No 
No 
No 


Tank/Pipe Release Detection 


Manual Gauging: 
Tank RD Tight Test: 


No 
No 


Direction 


Elev/Diff Site 


Double Walled: 
Polyflexible: 
Unknown: 
Secondary Contain: 
Other: 

Other Specify: 
Note: 


Overfill Spec: 
Pipe RD MTG: 
Pipe RD ATG: 


Pipe RD GW Monitor: 


Pipe RD Vapor Mntr: 
Pipe IM DbI Wall: 
Pipe IM Sec Cont: 
Pipe RD ALLD: 

Pipe RD Tight Test: 
Pipe RD SIR: 

Pipe RD Leak Defer: 
Pipe RD Other: 

Pipe RD Other Spec: 
Note: 


Install Date: 
Date Closed: 
Capacity: 
Contents: 
Other Contents: 


Impressed Current: 
Polyethyl Jacket: 
Concrete: 
Excavation Liner: 
Secondary Contain: 
Repaired: 
Unknown: 

Note: 


Double Walled: 
Polyflexible: 
Unknown: 
Secondary Contain: 
Other: 

Other Specify: 
Note: 


Overfill Spec: 
Pipe RD MTG: 


No 
No 
No 
No 
No 


No 


No 
No 
No 
No 
No 
No 
No 


No 


4/28/1968 
12/1/1981 
4000 
UNKNOWN 


No 
No 
No 
No 
No 
No 
No 


No 
No 
Yes 
No 
No 


No 


DB 
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Inventory Controls: 
Tank RD ATG: 

Tank RD Vapor Mntr: 
Tank RD GW Monitor: 
Tnk RD IM DbI Wall: 
Tnk RD IM Sec Cont: 
Tank RD SIR: 

Tank RD Leak Defer: 
Tank RD Other: 

Tank RD Other Spec: 
Spl Device Install: 
Overfill Dev Inst: 
Overfill Type: 


Tank Details 


Tank Owner ID: 
Tank No: 

Tank Status: 

Tank Type: 

Fed Regulated Tank: 


Tank Materials 


Asphalt/Bare Steel: 
CCP/STI-P3: 
Composite: 
Fiberglass: 

Lined Interior: 
Double Walled: 
Other: 

Other Specify: 


Pipe Materials 


Piping Type: 
Asphalt/Bare Steel: 
Galvanized Steel: 
Fiberglass: 
Copper: 

Cathodic Protected: 
Repaired: 
Impressed Current: 


No 
No 
No 
No 
No 
No 
No 
No 
No 


No 
No 


33378 

3 

CLS IN GRD 
UST 

¥ 


UNKNOWN 
No 

Yes 

No 

No 

No 

No 


Tank/Pipe Release Detection 


Manual Gauging: 
Tank RD Tight Test: 
Inventory Controls: 
Tank RD ATG: 

Tank RD Vapor Mntr: 
Tank RD GW Monitor: 
Tnk RD IM DbI Wall: 
Tnk RD IM Sec Cont: 
Tank RD SIR: 

Tank RD Leak Defer: 
Tank RD Other: 

Tank RD Other Spec: 
Spl Device Install: 
Overfill Dev Inst: 
Overfill Type: 


Tank Details 


Direction 


Elev/Diff Site 


Pipe RD ATG: 


Pipe RD GW Monitor: 


Pipe RD Vapor Mntr: 
Pipe IM DbI Wall: 
Pipe IM Sec Cont: 
Pipe RD ALLD: 

Pipe RD Tight Test: 
Pipe RD SIR: 

Pipe RD Leak Defer: 
Pipe RD Other: 

Pipe RD Other Spec: 
Note: 


Install Date: 
Date Closed: 
Capacity: 
Contents: 
Other Contents: 


Impressed Current: 
Polyethyl Jacket: 
Concrete: 
Excavation Liner: 
Secondary Contain: 
Repaired: 
Unknown: 

Note: 


Double Walled: 
Polyflexible: 
Unknown: 
Secondary Contain: 
Other: 

Other Specify: 
Note: 


Overfill Spec: 
Pipe RD MTG: 
Pipe RD ATG: 


Pipe RD GW Monitor: 


Pipe RD Vapor Mntr: 
Pipe IM Db! Wall: 
Pipe IM Sec Cont: 
Pipe RD ALLD: 

Pipe RD Tight Test: 
Pipe RD SIR: 

Pipe RD Leak Defer: 
Pipe RD Other: 

Pipe RD Other Spec: 
Note: 


No 
No 
No 
No 
No 
No 
No 


No 


4/28/1968 
12/1/1981 
4000 
UNKNOWN 


No 
No 
No 
No 
No 
No 
No 


No 
No 
No 
No 
No 


No 


No 
No 
No 
No 
No 
No 
No 


No 


DB 
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Order No: 20180313188 


Map Key Number of Direction Elev/Diff Site DB 
Records 
Tank Owner ID: 33378 Install Date: 4/28/1968 
Tank No: 1 Date Closed: 12/1/1981 
Tank Status: CLS IN GRD Capacity: 4000 
Tank Type: UST Contents: UNKNOWN 
Fed Regulated Tank: Y Other Contents: 
Tank Materials 
Asphalt/Bare Steel: Yes Impressed Current: No 
CCP/STI-P3: No Polyethy! Jacket: No 
Composite: No Concrete: No 
Fiberglass: No Excavation Liner: No 
Lined Interior: No Secondary Contain: No 
Double Walled: No Repaired: No 
Other: No Unknown: No 
Other Specify: Note: 
Pipe Materials 
Piping Type: UNKNOWN Double Walled: No 
Asphalt/Bare Steel: No Polyflexible: No 
Galvanized Steel: No Unknown: Yes 
Fiberglass: No Secondary Contain: No 
Copper: No Other: No 
Cathodic Protected: No Other Specify: 
Repaired: No Note: 
Impressed Current: 
Tank/Pipe Release Detection 
Manual Gauging: No Overfill Spec: 
Tank RD Tight Test: No Pipe RD MTG: No 
Inventory Controls: No Pipe RD ATG: 
Tank RD ATG: No Pipe RD GW Monitor: No 
Tank RD Vapor Mntr: No Pipe RD Vapor Mntr: No 
Tank RD GW Monitor: No Pipe IM DbI Wall: No 
Tnk RD IM DbI Wall: No Pipe IM Sec Cont: No 
Tnk RD IM Sec Cont: No Pipe RD ALLD: No 
Tank RD SIR: No Pipe RD Tight Test: No 
Tank RD Leak Defer: No Pipe RD SIR: No 
Tank RD Other: No Pipe RD Leak Defer: 
Tank RD Other Spec: Pipe RD Other: No 
Spl! Device Install: No Pipe RD Other Spec: 
Overfill Dev Inst: No Note: 
Overfill Type: 
Owner 
Tank Owner ID: 33378 Owner Name: Hess Corporation 
No of Active AST: 0 Owner Address 1: 1 Hess Plaza 
No of Active UST: 0 Owner Address 2: 
No of Inactive AST: 0 Owner City: Woodbridge 
No of Inactive UST: 4 Owner State: NJ 
Federal Regulated: aN Owner Zip 5: 7095 
Region: TRO Owner Zip 4: 961 
Name: Hess Station #46304 Owner Type: COMMERCIAL 
9 1 of 3 Ww 12.29 / Harveys Service Center 
= 807 N Main St sree 
Suffolk VA 23434-4313 ie 
PC No: 19972256 Heat Oil Category: 
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Order No: 20180313188 


Map Key Number of Direction Distance Elev/Diff Site DB 
Records (mi/ft) (ft) 
CEDS Fac ID: 200000091020 Exmpt1 UST2: N 
Case Siatus: Closed Exmpi2 Ht Oil UST2: 
Case Closed Date: 10-Mar-97 Small Ht Oil AST2: N 
Fed Regulated UST?: Y Regulated AST3: N 
Program: RP Lead Unregulated AST3: N 
Release Reported: 05-Aug-96 Other Tank Type?: N 
Reg Petrol UST1: N Oth Tank Type Desc: 
Excluded UST1: N Unknown Tank Type?: N 
Deferred UST1: N County: Suffolk City 
Partial Defer UST1: N Region: TRO 
Case Manager: Joseph P Fly State: VA 
Release Status: Suspected Exempt UST 2: N 
Phase: RR Description: Release Reported 
Original Source: LST 
Record Date: Jul 2013 
9 2 of 3 Ww 0.08 / 12.29 / Harveys Service Center LST 
437.89 10 807 N Main St 
Suffolk VA 23434 
PC No: 20065141 Heat Oil Category: 
CEDS Fac ID: 200000091020 Exmpt1 UST2: No 
Case Siatus: Closed Exmpt2 Ht Oil UST2: No 
Case Closed Date: 12/19/2006 Small Ht Oil AST2: No 
Fed Regulated UST?: Yes Regulated AST3: No 
Program: RP Lead Unregulated AST3: No 
Release Reported: 4/21/2006 Other Tank Type?: No 
Reg Petrol UST1: Yes Oth Tank Type Desc: 
Excluded UST1: No Unknown Tank Type?: No 
Deferred UST1: No County: Suffolk City 
Partial Defer UST1: No Region: TRO 
“9 3 of 3 w 0.08 / 12.29 / Suffolk Automotive Service LLC UST 
~ 437.89 10 807 N Main St 
Suffolk VA 23434 
Facility ID: 5010065 Region: TRO 
CEDS Facility ID: 200000091020 Parent Region: Tidewater 
Facility Active: Yes Facility Addr 1: 807 N Main St 
Federally Regulated: Yes Facility Addr 2: 
Active UST: 5 City: Suffolk 
Inactive UST: 6 Facility Location: 
Active AST: 0 County: Suffolk City 
Inactive AST: 0 State: VA 
Facility Type: GAS STATION Latitude: 36.7419733952 
Facility Name: Suffolk Automotive Service LLC Longitude: -76.5837663598 
Tank Details 
Tank Owner ID: 36553 Install Date: 4/3/1974 
Tank No: 4R Date Closed: 
Tank Status: PERM OUT OF USE Capacity: 4000 
Tank Type: UST Contents: GASOLINE 
Fed Regulated Tank: Y Other Contents: 
Tank Materials 
Asphalt/Bare Steel: No Impressed Current: No 
CCP/STI-P3: Yes Polyethyl! Jacket: No 
Composite: No Concrete: No 
Fiberglass: No Excavation Liner: No 
Lined Interior: Yes Secondary Contain: No 
Double Walled: No Repaired: No 
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Map Key Number of Direction Elev/Diff Site DB 
Records 

Other: No Unknown: No 

Other Specify: Note: 

Pipe Materials 

Piping Type: UNKNOWN Double Walled: No 

Asphalt/Bare Steel: No Polyflexible: No 

Galvanized Steel: No Unknown: No 

Fiberglass: Yes Secondary Contain: No 

Copper: No Other: No 

Cathodic Protected: No Other Specify: 

Repaired: No Note: 

Impressed Current: 

Tank/Pipe Release Detection 

Manual Gauging: No Overfill Spec: 

Tank RD Tight Test: No Pipe RD MTG: No 

Inventory Controls: No Pipe RD ATG: 

Tank RD ATG: No Pipe RD GW Monitor: No 

Tank RD Vapor Mntr: No Pipe RD Vapor Mntr: No 

Tank RD GW Monitor: No Pipe IM DbI Wall: No 

Tnk RD IM DbI Wall: No Pipe IM Sec Cont: No 

Tnk RD IM Sec Cont: No Pipe RD ALLD: No 

Tank RD SIR: No Pipe RD Tight Test: No 

Tank RD Leak Defer: No Pipe RD SIR: No 

Tank RD Other: No Pipe RD Leak Defer: 

Tank RD Other Spec: Pipe RD Other: No 

Spl Device Install: No Pipe RD Other Spec: 

Overfill Dev Inst: No Note: 

Overfill Type: 

Tank Details 

Tank Owner ID: 36553 Install Date: 4/3/1974 

Tank No: 5R Date Closed: 

Tank Status: PERM OUT OF USE Capacity: 4000 

Tank Type: UST Contents: GASOLINE 

Fed Regulated Tank: Y Other Contents: 

Tank Materials 

Asphalt/Bare Steel: No Impressed Current: No 

CCP/STI-P3: Yes Polyethy! Jacket: No 

Composite: No Concrete: No 

Fiberglass: No Excavation Liner: No 

Lined Interior: Yes Secondary Contain: No 

Double Walled: No Repaired: No 

Other: No Unknown: No 

Other Specify: Note: 

Pipe Materials 

Piping Type: UNKNOWN Double Walled: No 

Asphalt/Bare Steel: No Polyflexible: No 

Galvanized Steel: No Unknown: No 

Fiberglass: Yes Secondary Contain: No 

Copper: No Other: No 

Cathodic Protected: No Other Specify: 

Repaired: No Note: 

Impressed Current: 
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Records 


Tank/Pipe Release Detection 


Manual Gauging: 
Tank RD Tight Test: 
Inventory Controls: 
Tank RD ATG: 

Tank RD Vapor Mntr: 
Tank RD GW Monitor: 
Tnk RD IM DbI Wall: 
Tnk RD IM Sec Cont: 
Tank RD SIR: 

Tank RD Leak Defer: 
Tank RD Other: 

Tank RD Other Spec: 
Spl Device Install: 
Overfill Dev Inst: 
Overfill Type: 


Tank Details 


Tank Owner ID: 
Tank No: 

Tank Status: 

Tank Type: 

Fed Regulated Tank: 


Tank Materials 


Asphalt/Bare Steel: 
CCP/STI-P3: 
Composite: 
Fiberglass: 

Lined Interior: 
Double Walled: 
Other: 

Other Specify: 


Pipe Materials 


Piping Type: 
Asphalt/Bare Steel: 
Galvanized Steel: 
Fiberglass: 

Copper: 

Cathodic Protected: 
Repaired: 
Impressed Current: 


No 
No 
No 
No 
No 
No 
No 
No 
No 
No 
No 


No 
No 


43200 

6 

PERM OUT OF USE 
UST 

Y 


No 
No 
No 
Yes 
No 
No 
No 


UNKNOWN 
No 

No 

Yes 

No 

No 

No 


Tank/Pipe Release Detection 


Manual Gauging: 
Tank RD Tight Test: 
Inventory Controls: 
Tank RD ATG: 

Tank RD Vapor Mntr: 
Tank RD GW Monitor: 
Tnk RD IM DbI Wall: 
Tnk RD IM Sec Cont: 
Tank RD SIR: 

Tank RD Leak Defer: 
Tank RD Other: 

Tank RD Other Spec: 
Spl Device Install: 
Overfill Dev Inst: 


Yes 
No 
No 
No 
No 
No 
No 
No 
No 
No 
No 


No 
No 


Direction 


Elev/Diff Site 


Overfill Spec: 
Pipe RD MTG: 
Pipe RD ATG: 


Pipe RD GW Monitor: 


Pipe RD Vapor Mntr: 
Pipe IM Db! Wall: 
Pipe IM Sec Cont: 
Pipe RD ALLD: 

Pipe RD Tight Test: 
Pipe RD SIR: 

Pipe RD Leak Defer: 
Pipe RD Other: 

Pipe RD Other Spec: 
Note: 


Install Date: 
Date Closed: 
Capacity: 
Contents: 
Other Contents: 


Impressed Current: 
Polyethyl Jacket: 
Concrete: 
Excavation Liner: 
Secondary Contain: 
Repaired: 
Unknown: 

Note: 


Double Walled: 
Polyflexible: 
Unknown: 
Secondary Contain: 
Other: 

Other Specify: 
Note: 


Overfill Spec: 
Pipe RD MTG: 
Pipe RD ATG: 


Pipe RD GW Monitor: 


Pipe RD Vapor Mntr: 
Pipe IM DbI Wall: 
Pipe IM Sec Cont: 
Pipe RD ALLD: 

Pipe RD Tight Test: 
Pipe RD SIR: 

Pipe RD Leak Defer: 
Pipe RD Other: 

Pipe RD Other Spec: 
Note: 


No 


No 
No 
No 
No 
No 
No 
No 


No 


4/3/1982 


550 
USED OIL 


No 
No 
No 
No 
No 
No 
No 


No 
No 
No 
No 
No 


No 


No 
No 
No 
No 
No 
No 
No 
Yes 
No 


DB 


Gravity drop; receives<25 gal. at a time 
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Overfill Type: 


Tank Details 


Tank Owner ID: 
Tank No: 

Tank Status: 

Tank Type: 

Fed Regulated Tank: 


Tank Materials 


Asphalt/Bare Steel: 
CCP/STI-P3: 
Composite: 
Fiberglass: 

Lined Interior: 
Double Walled: 
Other: 

Other Specify: 


Pipe Materials 


Piping Type: 
Asphalt/Bare Steel: 
Galvanized Steel: 
Fiberglass: 

Copper: 

Cathodic Protected: 
Repaired: 
Impressed Current: 


PERM OUT OF USE 
UST 
¥: 


No 
Yes 
No 
No 
Yes 
No 
No 


UNKNOWN 
No 

No 

Yes 

No 

No 

No 


Tank/Pipe Release Detection 


Manual Gauging: 
Tank RD Tight Test: 
Inventory Controls: 
Tank RD ATG: 

Tank RD Vapor Mntr: 
Tank RD GW Monitor: 
Tnk RD IM DbI Wall: 
Tnk RD IM Sec Cont: 
Tank RD SIR: 

Tank RD Leak Defer: 
Tank RD Other: 

Tank RD Other Spec: 
Spl Device Install: 
Overfill Dev Inst: 
Overfill Type: 


Tank Details 


Tank Owner ID: 
Tank No: 

Tank Status: 

Tank Type: 

Fed Regulated Tank: 


Tank Materials 


Asphalt/Bare Steel: 
CCP/STI-P3: 


No 
No 
No 
No 
No 
No 
No 
No 
No 
No 
No 


No 
No 


TEMP OUT OF USE 
UST 
Y 


No 
No 


Direction 


Elev/Diff Site 


Install Date: 
Date Closed: 
Capacity: 
Contents: 
Other Contents: 


Impressed Current: 
Polyethyl Jacket: 
Concrete: 
Excavation Liner: 
Secondary Contain: 
Repaired: 
Unknown: 

Note: 


Double Walled: 
Polyflexible: 
Unknown: 
Secondary Contain: 
Other: 

Other Specify: 
Note: 


Overfill Spec: 
Pipe RD MTG: 
Pipe RD ATG: 


Pipe RD GW Monitor: 


Pipe RD Vapor Mntr: 
Pipe IM DbI Wall: 
Pipe IM Sec Cont: 
Pipe RD ALLD: 

Pipe RD Tight Test: 
Pipe RD SIR: 

Pipe RD Leak Defer: 
Pipe RD Other: 

Pipe RD Other Spec: 
Note: 


Install Date: 
Date Closed: 
Capacity: 
Contents: 
Other Contents: 


Impressed Current: 
Polyethyl Jacket: 


4/3/1974 


4000 
GASOLINE 


No 
No 
No 
No 
No 
No 
No 


No 
No 
No 
No 
No 


No 


No 
No 
No 
No 
No 
No 
No 


No 


1/1/1985 


4000 
GASOLINE 


No 
No 


DB 
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Composite: 
Fiberglass: 
Lined Interior: 
Double Walled: 
Other: 

Other Specify: 


Pipe Materials 


Piping Type: 
Asphalt/Bare Steel: 
Galvanized Steel: 
Fiberglass: 

Copper: 

Cathodic Protected: 
Repaired: 
Impressed Current: 


No 
Yes 
No 
No 
No 


No 
No 
Yes 
No 
No 
No 


Tank/Pipe Release Detection 


Manual Gauging: 
Tank RD Tight Test: 
Inventory Controls: 
Tank RD ATG: 

Tank RD Vapor Mntr: 
Tank RD GW Monitor: 
Tnk RD IM DbI Wall: 
Tnk RD IM Sec Cont: 
Tank RD SIR: 

Tank RD Leak Defer: 
Tank RD Other: 

Tank RD Other Spec: 
Spl Device Install: 
Overfill Dev Inst: 
Overfill Type: 


Tank Details 


Tank Owner ID: 
Tank No: 

Tank Status: 

Tank Type: 

Fed Regulated Tank: 


Tank Materials 


Asphalt/Bare Steel: 
CCP/STI-P3: 
Composite: 
Fiberglass: 

Lined Interior: 
Double Walled: 
Other: 

Other Specify: 


Pipe Materials 


Piping Type: 
Asphalt/Bare Steel: 
Galvanized Steel: 
Fiberglass: 

Copper: 

Cathodic Protected: 


No 
No 
No 
Yes 
No 
No 
No 
No 
No 
No 
No 


Yes 
Yes 


AUTOMATIC SHUTOFF 


TEMP OUT OF USE 
UST 
Y 


No 
No 
No 
Yes 
No 
No 
No 


PRESSURE 
No 

No 

Yes 

No 

No 


Direction 


Elev/Diff Site 


Concrete: 
Excavation Liner: 
Secondary Contain: 
Repaired: 
Unknown: 

Note: 


Double Walled: 
Polyflexible: 
Unknown: 
Secondary Contain: 
Other: 

Other Specify: 
Note: 


Overfill Spec: 

Pipe RD MTG: 

Pipe RD ATG: 

Pipe RD GW Monitor: 
Pipe RD Vapor Mntr: 
Pipe IM DbI Wall: 
Pipe IM Sec Cont: 
Pipe RD ALLD: 

Pipe RD Tight Test: 
Pipe RD SIR: 

Pipe RD Leak Defer: 
Pipe RD Other: 

Pipe RD Other Spec: 
Note: 


Install Date: 
Date Closed: 
Capacity: 
Contents: 
Other Contents: 


Impressed Current: 
Polyethyl Jacket: 
Concrete: 
Excavation Liner: 
Secondary Contain: 
Repaired: 
Unknown: 

Note: 


Double Walled: 
Polyflexible: 
Unknown: 
Secondary Contain: 
Other: 

Other Specify: 


No 
No 
No 
No 
No 


No 
No 
No 
No 
No 
Manifolded to Tank #2 


No 


No 

No 

No 

No 

No 

Yes 

No 

No 

No 

manifolded to tank#2 


1/1/1985 


4000 
GASOLINE 


No 
No 
No 
No 
No 
No 
No 


No 
No 
No 
No 
No 


DB 
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Repaired: No 

Impressed Current: 


Tank/Pipe Release Detection 


Manual Gauging: 
Tank RD Tight Test: 
Inventory Controls: 
Tank RD ATG: 

Tank RD Vapor Mntr: 
Tank RD GW Monitor: 
Tnk RD IM DbI Wall: 
Tnk RD IM Sec Cont: 
Tank RD SIR: 

Tank RD Leak Defer: 
Tank RD Other: 

Tank RD Other Spec: 
Spl Device Install: 
Overfill Dev Inst: 
Overfill Type: 


Tank Details 


Tank Owner ID: 
Tank No: 

Tank Status: 

Tank Type: 

Fed Regulated Tank: 


Tank Materials 


Asphalt/Bare Steel: 
CCP/STI-P3: 
Composite: 
Fiberglass: 

Lined Interior: 
Double Walled: 
Other: 

Other Specify: 


Pipe Materials 


Piping Type: 
Asphalt/Bare Steel: 
Galvanized Steel: 
Fiberglass: 
Copper: 

Cathodic Protected: 
Repaired: 
Impressed Current: 


No 
No 
No 
Yes 
No 
No 
No 
No 
No 
No 
No 


Yes 
Yes 
AUTOMATIC SHUTOFF 


TEMP OUT OF USE 
UST 
Y 


No 
No 
No 
Yes 
No 
No 
No 


PRESSURE 
No 

No 

Yes 

No 

No 

No 


Tank/Pipe Release Detection 


Manual Gauging: 
Tank RD Tight Test: 
Inventory Controls: 
Tank RD ATG: 

Tank RD Vapor Mntr: 
Tank RD GW Monitor: 
Tnk RD IM Db! Wall: 
Tnk RD IM Sec Cont: 
Tank RD SIR: 

Tank RD Leak Defer: 


No 
No 
No 
Yes 
No 
No 
No 
No 
No 
No 


Elev/Diff Site 


Note: 


Overfill Spec: 
Pipe RD MTG: 
Pipe RD ATG: 


Pipe RD GW Monitor: 


Pipe RD Vapor Mntr: 
Pipe IM DbI Wall: 
Pipe IM Sec Cont: 
Pipe RD ALLD: 

Pipe RD Tight Test: 
Pipe RD SIR: 

Pipe RD Leak Defer: 
Pipe RD Other: 

Pipe RD Other Spec: 
Note: 


Install Date: 
Date Closed: 
Capacity: 
Contents: 
Other Contents: 


Impressed Current: 
Polyethyl Jacket: 
Concrete: 
Excavation Liner: 
Secondary Contain: 
Repaired: 
Unknown: 

Note: 


Double Walled: 
Polyflexible: 
Unknown: 
Secondary Contain: 
Other: 

Other Specify: 
Note: 


Overfill Spec: 
Pipe RD MTG: 
Pipe RD ATG: 


Pipe RD GW Monitor: 


Pipe RD Vapor Mntr: 
Pipe IM DbI Wall: 
Pipe IM Sec Cont: 
Pipe RD ALLD: 

Pipe RD Tight Test: 
Pipe RD SIR: 


No 


No 
No 
No 
No 
Yes 
Yes 
No 
No 
No 


1/1/1985 


4000 
GASOLINE 


No 
No 
No 
No 
No 
No 
No 


No 
No 
No 
No 
No 


No 


No 
No 
No 
No 
Yes 
Yes 
No 


DB 
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Order No: 20180313188 


Map Key Number of 
Records 


Tank RD Other: 

Tank RD Other Spec: 
Spl Device Install: 
Overfill Dev Inst: 
Overfill Type: 


Tank Details 


Tank Owner ID: 
Tank No: 

Tank Status: 

Tank Type: 

Fed Regulated Tank: 


Tank Materials 


Asphalt/Bare Steel: 
CCP/STI-P3: 
Composite: 
Fiberglass: 

Lined Interior: 
Double Walled: 
Other: 

Other Specify: 


Pipe Materials 


Piping Type: 
Asphalt/Bare Steel: 
Galvanized Steel: 
Fiberglass: 
Copper: 

Cathodic Protected: 
Repaired: 
Impressed Current: 


No 


Yes 
Yes 


AUTOMATIC SHUTOFF 


PERM OUT OF USE 
UST 
a 


No 
Yes 
No 
No 
Yes 
No 
No 


UNKNOWN 
No 

No 

Yes 

No 

No 

No 


Tank/Pipe Release Detection 


Manual Gauging: 
Tank RD Tight Test: 
Inventory Controls: 
Tank RD ATG: 

Tank RD Vapor Mntr: 
Tank RD GW Monitor: 
Tnk RD IM DbI Wall: 
Tnk RD IM Sec Cont: 
Tank RD SIR: 

Tank RD Leak Defer: 
Tank RD Other: 

Tank RD Other Spec: 
Spl Device Install: 
Overfill Dev Inst: 
Overfill Type: 


Tank Details 


Tank Owner ID: 
Tank No: 

Tank Status: 

Tank Type: 

Fed Regulated Tank: 


No 
No 
No 
No 
No 
No 
No 
No 
No 
No 
No 


No 
No 


PERM OUT OF USE 
UST 
¥. 


Direction 


Elev/Diff Site 


Pipe RD Leak Defer: 
Pipe RD Other: 

Pipe RD Other Spec: 
Note: 


Install Date: 
Date Closed: 
Capacity: 
Contents: 
Other Contents: 


Impressed Current: 
Polyethyl Jacket: 
Concrete: 
Excavation Liner: 
Secondary Contain: 
Repaired: 
Unknown: 

Note: 


Double Walled: 
Polyflexible: 
Unknown: 
Secondary Contain: 
Other: 

Other Specify: 
Note: 


Overfill Spec: 
Pipe RD MTG: 
Pipe RD ATG: 


Pipe RD GW Monitor: 


Pipe RD Vapor Mntr: 
Pipe IM DbI Wall: 
Pipe IM Sec Cont: 
Pipe RD ALLD: 

Pipe RD Tight Test: 
Pipe RD SIR: 

Pipe RD Leak Defer: 
Pipe RD Other: 

Pipe RD Other Spec: 
Note: 


Install Date: 
Date Closed: 
Capacity: 
Contents: 
Other Contents: 


No 
No 


4/3/1974 


4000 
GASOLINE 


No 
No 
No 
No 
No 
No 
No 


No 
No 
No 
No 
No 


No 


No 
No 
No 
No 
No 
No 
No 


No 


4/3/1974 


4000 
GASOLINE 


DB 
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Order No: 20180313188 


Map Key Number of 
Records 


Tank Materials 


Asphalt/Bare Steel: 
CCP/STI-P3: 
Composite: 
Fiberglass: 

Lined Interior: 
Double Walled: 
Other: 

Other Specify: 


Pipe Materials 


Piping Type: 
Asphalt/Bare Steel: 
Galvanized Steel: 
Fiberglass: 

Copper: 

Cathodic Protected: 
Repaired: 
Impressed Current: 


No 
Yes 
No 
No 
Yes 
No 
No 


UNKNOWN 
No 

No 

Yes 

No 

No 

No 


Tank/Pipe Release Detection 


Manual Gauging: 
Tank RD Tight Test: 
Inventory Controls: 
Tank RD ATG: 

Tank RD Vapor Mntr: 
Tank RD GW Monitor: 
Tnk RD IM DbI Wall: 
Tnk RD IM Sec Cont: 
Tank RD SIR: 

Tank RD Leak Defer: 
Tank RD Other: 

Tank RD Other Spec: 
Spl Device Install: 
Overfill Dev Inst: 
Overfill Type: 


Tank Details 


Tank Owner ID: 
Tank No: 

Tank Status: 

Tank Type: 

Fed Regulated Tank: 


Tank Materials 


Asphalt/Bare Steel: 
CCP/STI-P3: 
Composite: 
Fiberglass: 

Lined Interior: 
Double Walled: 
Other: 

Other Specify: 


Pipe Materials 


Piping Type: 
Asphalt/Bare Steel: 


No 
No 
No 
No 
No 
No 
No 
No 
No 
No 
No 


No 
No 


TEMP OUT OF USE 
UST 
¥ 


No 
No 
No 
Yes 
No 
No 
No 


No 


Direction 


Elev/Diff Site 


Impressed Current: 
Polyethyl Jacket: 
Concrete: 
Excavation Liner: 
Secondary Contain: 
Repaired: 
Unknown: 

Note: 


Double Walled: 
Polyflexible: 
Unknown: 
Secondary Contain: 
Other: 

Other Specify: 
Note: 


Overfill Spec: 
Pipe RD MTG: 
Pipe RD ATG: 


Pipe RD GW Monitor: 


Pipe RD Vapor Mntr: 
Pipe IM DbI Wall: 
Pipe IM Sec Cont: 
Pipe RD ALLD: 

Pipe RD Tight Test: 
Pipe RD SIR: 

Pipe RD Leak Defer: 
Pipe RD Other: 

Pipe RD Other Spec: 
Note: 


Install Date: 
Date Closed: 
Capacity: 
Contents: 
Other Contents: 


Impressed Current: 
Polyethyl Jacket: 
Concrete: 
Excavation Liner: 
Secondary Contain: 
Repaired: 
Unknown: 

Note: 


Double Walled: 
Polyflexible: 


No 
No 
No 
No 
No 
No 
No 


No 
No 
No 
No 
No 


No 


No 
No 
No 
No 
No 
No 
No 


No 


1/1/1985 


4000 
GASOLINE 


No 
No 
No 
No 
No 
No 
No 


No 
No 


DB 
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Map Key Number of 
Records 


Galvanized Steel: 
Fiberglass: 

Copper: 

Cathodic Protected: 
Repaired: 
Impressed Current: 


No 
Yes 
No 
No 
No 


Tank/Pipe Release Detection 


Manual Gauging: 
Tank RD Tight Test: 
Inventory Controls: 
Tank RD ATG: 

Tank RD Vapor Mntr: 
Tank RD GW Monitor: 
Tnk RD IM DbI Wall: 
Tnk RD IM Sec Cont: 
Tank RD SIR: 

Tank RD Leak Defer: 
Tank RD Other: 

Tank RD Other Spec: 
Spl Device Install: 
Overfill Dev Inst: 
Overfill Type: 


Tank Details 


Tank Owner ID: 
Tank No: 

Tank Status: 

Tank Type: 

Fed Regulated Tank: 


Tank Materials 


Asphalt/Bare Steel: 
CCP/STI-P3: 
Composite: 
Fiberglass: 

Lined Interior: 
Double Walled: 
Other: 

Other Specify: 


Pipe Materials 


Piping Type: 
Asphalt/Bare Steel: 
Galvanized Steel: 
Fiberglass: 
Copper: 

Cathodic Protected: 
Repaired: 
Impressed Current: 


No 
No 
No 
Yes 
No 
No 
No 
No 
No 
No 
No 


Yes 
Yes 


AUTOMATIC SHUTOFF 


43200 

5 

TEMP OUT OF USE 
UST 

ve 


No 
No 
No 
Yes 
No 
No 
No 


PRESSURE 
No 

No 

Yes 

No 

No 

No 


Tank/Pipe Release Detection 


Manual Gauging: 
Tank RD Tight Test: 
Inventory Controls: 
Tank RD ATG: 

Tank RD Vapor Mntr: 
Tank RD GW Monitor: 


No 
No 
No 
Yes 
No 
No 


Direction 


Elev/Diff Site 


Unknown: 
Secondary Contain: 
Other: 

Other Specify: 
Note: 


Overfill Spec: 

Pipe RD MTG: 

Pipe RD ATG: 

Pipe RD GW Monitor: 
Pipe RD Vapor Mntr: 
Pipe IM DbI Wall: 
Pipe IM Sec Cont: 
Pipe RD ALLD: 

Pipe RD Tight Test: 
Pipe RD SIR: 

Pipe RD Leak Defer: 
Pipe RD Other: 

Pipe RD Other Spec: 
Note: 


Install Date: 
Date Closed: 
Capacity: 
Contents: 
Other Contents: 


Impressed Current: 
Polyethyl Jacket: 
Concrete: 
Excavation Liner: 
Secondary Contain: 
Repaired: 
Unknown: 

Note: 


Double Walled: 
Polyflexible: 
Unknown: 
Secondary Contain: 
Other: 

Other Specify: 
Note: 


Overfill Spec: 

Pipe RD MTG: 

Pipe RD ATG: 

Pipe RD GW Monitor: 
Pipe RD Vapor Mntr: 
Pipe IM Db! Wall: 


No 
No 
No 
Manifolded to Tank #1 


No 


No 

No 

No 

No 

No 

Yes 

No 

No 

No 

manifolded to tank #1 


1/1/1985 


4000 
GASOLINE 


No 
No 
No 
No 
No 
No 
No 


No 
No 
No 
No 
No 


No 


No 
No 
No 
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Order No: 20180313188 


Map Key Number of Direction Distance Elev/Diff Site DB 
Records (mi/ft) 
Tnk RD IM DbI Wall: No Pipe IM Sec Cont: No 
Tnk RD IM Sec Cont: No Pipe RD ALLD: Yes 
Tank RD SIR: No Pipe RD Tight Test: Yes 
Tank RD Leak Defer: No Pipe RD SIR: No 
Tank RD Other: No Pipe RD Leak Defer: No 
Tank RD Other Spec: Pipe RD Other: No 
Spl Device Install: Yes Pipe RD Other Spec: 
Overfill Dev Inst: Yes Note: 
Overfill Type: AUTOMATIC SHUTOFF 
Owner 
Tank Owner ID: 41942 Owner Name: Harvey W. Griggs 
No of Active AST: 0 Owner Address 1: 807 N. Main Street 
No of Active UST: os) Owner Address 2: 
No of Inactive AST: 0 Owner City: Suffolk 
No of Inactive UST: 6 Owner State: VA 
Federal Regulated: Y Owner Zip 5: 23434 
Region: TRO Owner Zip 4: 
Name: Suffolk Automotive Service LLC Owner Type: COMMERCIAL 
Owner 
Tank Owner ID: 36553 Owner Name: Exxon Company USA 
No of Active AST: 0 Owner Address 1: PO Box 4415 
No of Active UST: 5 Owner Address 2: 
No of Inactive AST: 0 Owner City: Houston 
No of Inactive UST: 6 Owner Siate: TX 
Federal Regulated: Y Owner Zip 5: 77210 
Region: TRO Owner Zip 4: 4415 
Name: Suffolk Automotive Service LLC Owner Type: COMMERCIAL 
Owner 
Tank Owner ID: 43200 Owner Name: Suffolk Automotive Service LLC 
No of Active AST: 0 Owner Address 1: 807 N. Main St. 
No of Active UST: 5 Owner Address 2: 
No of Inactive AST: 0 Owner City: Suffolk 
No of Inactive UST: 6 Owner Siate: VA 
Federal Regulated: Y Owner Zip 5: 23434 
Region: TRO Owner Zip 4: 
Name: Suffolk Automotive Service LLC Owner Type: PRIVATE 
~ 10 1 of 2 SW 0.12 / 26.96 / Hwy 10 & 58 bypass HMIRS 
615.01 SUFFOLK VA 
Incident Cnty: SUFFOLK CITY 
HMIR Historical Reports 
Report No: E-2009100333 Fed DOT Agency Nm: 
Report Type: A hazardous material incident Fed DOT Report No: 
Date of Incident: 10/02/2009 Report Submit Src: Web 
Time of Incident: 1130 Inc Multiple Rows: No 
Haz Class Code: 8 Inc Non US State: 
Hazardous Class: CORROSIVE MATERIAL Mode Transport: Highway 
Commodity Short Nm: HYPOCHLORITE SOLUTIONS Transport Phase: IN TRANSIT 
Commodity Long Nm: HYPOCHLORITE SOLUTIONS Incident Ocerrnce: 
Trade Name: SODIUM HYPHOCHLORITE Mat Ship Approval?: No 
ID No: UN1791 Mat Ship Approv No: 
Haz Waste Ind: No Undecl Hazmat Ship?: No 
Haz Waste EPA No: Packaging Type: Cargo Tank Motor Vehicle (CTMV) 
HMIS Tox Inhalation?: No Packing Group: ll 


erisinfo.com | Environmental Risk Information Services 


Order No: 20180313188 


Map Key Number of Direction 


Records 


TIH Hazard Zone: 
Qty Released: 

Unit of Measure: 
What Failed: 

What Failed Desc: 
How Failed Code: 
How Failed Desc: 
Failure Cause Code: 
Failure Cause Desc: 
Ident. Markings: 
Cont1 Pkging Type: 
Cont1 Const Mat: 
Cont1 Head Type: 
Cont1 Pkg Capacity: 
C1 Capacity UOM: 
Cont1 Pkg Amt: 

C1 Pkg Amt UOM: 
Cont1 Pkg Number: 
C1 Pkg NO Failed: 
Cont1 Pkg Mnfctr: 
Cont1 Pkg Mnfct Dt: 
Cont1 Pkg Serial NO: 
C1 Pkg Last Test Dt: 
C1 Test Const Mat: 
C1 Pkg Dsign Pres.: 
C1 Dsign Press UOM: 
C1 Pkg Shell Thick: 
C1 Shell Thick UOM: 
C1 Head Thickness: 
C1 Head Thick UOM: 
C1 Pkg Srve Pres.: 
C1 Srvc Press UOM: 
C1 Valve/Device Fail?: 
C1 Device Type: 

C1 Device Mnfctr: 
C1 Device Model: 
NRC No: 


RAM Pkg Category: 
RAM Pkg Cert.: 
RAM Pkg Cert. NBR: 
RAM Nuclide S: 
RAM Transport Index: 
RAM UOM: 

RAM Activity Rpted: 
RAM UOM Rpted: 
RAM Activity: 

RAM Activity VOM: 
RAM Mat Safety: 
Spillage Result: 

Fire Result: 
Explosion Result: 
Water Sewer Result: 
Gas Dispersion: 
Environment Damage: 
No Release Result: 
Fire EMS Report: 
Fire EMS EMS Report: 
Police Report: 
Police Report No: 

In House Cleanup: 
Other Cleanup: 
Damage > 500: 
Material Loss: 
Carrier Damage: 
Property Damage: 
Response Cost: 
Remediation Cost: 
Damage Old Form: 


5 

LGA 
121 
Gasket 
308 
Leaked 
527 


Misaligned Material Component or Device 


DOT 412 


Fiberglass 
35 
PSI 


FALSE 


Elev/Diff Site 


Carrier Reporter: 

CR Street Name: 

CR City: 

CR State: 

CR Postal Code: 

CR Non US Siate: 

CR Fed DOT ID: 

CR Hazmat Reg ID: 
CR Country: 

Shipper Name: 
Shipper Street Name: 
Shipper City: 
Shipper State: 
Shipper Postal: 
Shipper Non US St: 
Shipper Country: 
Shipper Waybill: 
Ship Hazmat Reg ID: 
Origin City: 

Origin State: 

Origin Postal: 

Origin Non US St: 
Origin Country: 
Destination City: 
Destination State: 
Destination Postal: 
Destination Non US: 
Destination Country: 
Cont2 Package Type: 
Cont2 Const Mat: 
Cont2 Pkg Capacity: 
Cont2 Capacity UOM: 
Cont2 Pkg Amount: 
Cont2 Pkg Amt UOM: 
Cont2 Pkg No: 

Cont2 Pkg No Failed: 


Haz NonHosp Public: 
Haz NonHosp Old: 


Tot Haz Non Hosp Inj: 
Total Hazmat Injuries: 


Evacuation Indicator: 
Public Evacuated: 
Employees Evac: 
Total Evacuated: 
Total Evacuation Hrs: 
Major Artery Closed: 


Mjr Artery Hrs Closed: 


Material Involved: 
Estimated Speed: 
Weather Conditions: 
Vehicle Overturn: 


Vehicle Left Roadway: 


Passenger Aircraft: 
Cargo Baggage: 
Ship Non Transport: 
Ship Air First Flight: 
Ship Air Subflight: 
Ship Init Transport: 
Ship Phase Transfer: 
Contact Name: 
Contact Title: 
Contact Business: 
Contact Street: 
Contact City: 
Contact State: 
Contact Postal: 
Contact Non US St: 


UNIVAR USA INC. 


1001 OLD BRMUDA HNDRED RD 


CHESTER 
VA 
23836-5628 


28633 


US 
UNIVAR USA INC. 


1001 OLD BRMUDA HNDRED RD 


CHESTER 
VA 
23836-5628 


US 


SUFFOLK 
VIRGINIA 
23434 


US 
SUFFOLK 
VIRGINIA 
23433 


US 


(o} 


oO 
n 


o7z-~<0C000Z7Z0000 
oO 


No 
JIM.MAYER 


BRANCH OPERATIONS MANAGER 


UnivarUSA Inc. 

201 Suburban drive 
SUFFOLK 

VA 

23434 


DB 
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Map Key 


Total Damages Amt: 
Hazmat Fatality: 

Haz Fatal Employees: 
Haz Fatal Respnars: 
Haz Fatal Gen Public: 
Tot Hazmat Fatalities: 
Non Hazmat Fatality: 
Non Hazmat Fatals: 
Hazmat Injury: 

Haz Hospital Empl: 
Haz Hospital Resp: 
Haz Hosp Gen Public: 
Haz Hosp Old Form: 
Total Haz Hosp Inj: 
Haz Non Hosp Empl: 
Haz Non Hosp Resp: 
Description of Events: 


Recommend Actions Taken: 


Number of 
Records 


Distance 
(mi/ft) 


Direction 


{o) 


{o) 


SPOCDDD0DOZOZVC0C0OOZO 
oO 


Elev/Diff 


(ft) 


Site 


Contact Country: 

Inc. Report Prepared: 
HMIS Serious Incidnt: 
HMIS Serious Fatality: 
HMIS Serious Injury: 
HMIS Flight Plan: 
HMIS Serious Evacs: 
HMIS Major Artery: 
HMIS Bulk Release: 
HMIS Marine Pollutnt: 
HMIS Radioactive: 
HMIS Gen Pkg Type: 
HMIS Container Code: 
HMIS Container Desc: 
HMIS Bulk Incident: 
Undeclared Shipment: 


US 

Carrier 

Yes 

No 

No 

No 

No 

Yes 

No 

No 

No 
OHMIR.Ref_Container.descr_txt 
DOT 412 
cargo tanks 
Yes 

No 


DB 


Driver David harris left Univar USA Suffolk Va. to make a deliverer about 4 mile up the road driver notice product 
coming from over flow line.Driver pulled off to investigate when a Suffolk Police pull up and notice the product on 
the road.Fire dept. was called and the road was shut down for 45 minutes allowing the fire dept. time to flush the 
road with 500 gallons of water . the spill was report to be 5 gallons.Dome lid and area was also flushed and gasket 
was repositioned and secured properly before driver was released to continue on his deliverer. 


Meeting was held with all tank farm employee and drivers and policy gone over for securing the dome lids on 


tanker. 
10 2 of 2 SW 0.12 / 26.96 / Hwy 10 & 58 bypass HMIRS 
615.01 25 SUFFOLK VA 
Incident Cnty: SUFFOLK CITY 
HMIR Incident Reports 
Report No: E-2009100333 Fed DOT Agency Nm: 
Report Type: A hazardous material incident Fed DOT Report No: 
Date of Incident: 10/02/2009 Report Submit Src: Web 
Time of Incident: 1130 Inc Multiple Rows: No 
Haz Class Code: 8 Inc Non US State: 
Hazardous Class: CORROSIVE MATERIAL Mode Transport: Highway 
Commodity Short Nm: > HYPOCHLORITE SOLUTIONS Transport Phase: IN TRANSIT 
Commodity Long Nm: HYPOCHLORITE SOLUTIONS Incident Ocerrnce: 
Trade Name: SODIUM HYPHOCHLORITE Mat Ship Approval?: No 
ID No: UN1791 Mat Ship Approv No: 
Haz Waste Ind: No Undecl Hazmat Ship?: No 
Haz Waste EPA No: Packaging Type: Cargo Tank Motor Vehicle (CTMV) 
HMIS Tox Inhalation?: No Packing Group: Ul 
TIH Hazard Zone: Carrier Reporter: UNIVAR USA INC. 
Qty Released: 5 CR Street Name: 1001 OLD BRMUDA HNDRED RD 
Unit of Measure: LGA CR City: CHESTER 
What Failed: 121 CR State: VA 
What Failed Desc: Gasket CR Postal Code: 23836-5628 
How Failed Code: 308 CR Non US Siate: 
How Failed Desc: Leaked CR Fed DOT ID: 28633 
Failure Cause Code: 527 CR Hazmat Reg ID: 
Failure Cause Desc: Misaligned Material Component or Device CR Country: US 
Ident. Markings: DOT 412 Shipper Name: UNIVAR USA INC. 
Cont1 Pkging Type: Shipper Street Name: — 1001 OLD BRMUDA HNDRED RD 
Cont1 Const Mat: Shipper City: CHESTER 
Cont1 Head Type: Shipper State: VA 
Cont1 Pkg Capacity: 5400 Shipper Postal: 23836-5628 
C1 Capacity UOM: LGA Shipper Non US St: 
Cont1 Pkg Amt: 4416 Shipper Country: US 
C1 Pkg Amt UOM: LGA Shipper Waybill: 
Cont1 Pkg Number: 1 Ship Hazmat Reg ID: 
C1 Pkg NO Failed: 1 Origin City: SUFFOLK 
Cont1 Pkg Mnfctr: Origin State: VIRGINIA 
Cont1 Pkg Mnfct Dt: Origin Postal: 23434 
Cont1 Pkg Serial NO: Origin Non US St: 
C1 Pkg Last Test Dt: Origin Country: US 


pc erisinfo.com | Environmental Risk Information Services 


Order No: 20180313188 


Map Key Number of 


Elev/Diff Site 


Records 
C1 Test Const Mat: Fiberglass Destination City: SUFFOLK 
C1 Pkg Dsign Pres.: 35 Destination State: VIRGINIA 
C1 Dsign Press UOM: _ PSI Destination Postal: 23433 
C1 Pkg Shell Thick: Destination Non US: 
C1 Shell Thick UOM: Destination Country: US 
C1 Head Thickness: Cont2 Package Type: 
C1 Head Thick UOM: Conit2 Const Mat: 
C1 Pkg Srve Pres.: Cont2 Pkg Capacity: 
C1 Srvc Press UOM: Cont2 Capacity UOM: 
C1 Valve/Device Fail?: No Cont2 Pkg Amount: 
C1 Device Type: Cont2 Pkg Amt UOM: 
C1 Device Mnfctr: Cont2 Pkg No: 
C1 Device Model: Cont2 Pkg No Failed: 
NRC No: 
RAM Pkg Category: Haz NonHosp Public: 0 
RAM Pkg Cert.: FALSE Haz NonHosp Old: 0 
RAM Pkg Cert. NBR: Tot Haz Non Hosp Inj: 0 
RAM Nuclide S: Total Hazmat Injuries: 0 
RAM Transport Index: Evacuation Indicator: No 
RAM UOM: Public Evacuated: 0 
RAM Activity Rpted: Employees Evac: 0 
RAM UOM Rpted: Total Evacuated: 0 
RAM Activity: Total Evacuation Hrs: 0 
RAM Activity VOM: Major Artery Closed: Yes 
RAM Mat Safety: Mjr Artery Hrs Closed: 1 
Spillage Result: Yes Material Involved: No 
Fire Result: No Estimated Speed: 0 
Explosion Result: No Weather Conditions: 
Water Sewer Result: No Vehicle Overturn: No 
Gas Dispersion: No Vehicle Left Roadway: No 
Environment Damage: No Passenger Aircraft: No 
No Release Result: No Cargo Baggage: 
Fire EMS Report: No Ship Non Transport: No 
Fire EMS EMS Report: Ship Air First Flight: No 
Police Report: No Ship Air Subflight: No 
Police Report No: Ship Init Transport: No 
In House Cleanup: No Ship Phase Transfer: No 
Other Cleanup: Yes Contact Name: JIM.MAYER 
Damage > 500: No Contact Title: BRANCH OPERATIONS MANAGER 
Material Loss: 0 Contact Business: UnivarUSA Inc. 
Carrier Damage: 0 Contact Street: 201 Suburban drive 
Property Damage: 0 Contact City: SUFFOLK 
Response Cost: 0 Contact State: VA 
Remediation Cost: 0 Contact Postal: 23434 
Damage Old Form: 0 Contact Non US St: 
Total Damages Amt: 0 Contact Country: US 
Hazmat Fatality: No Inc. Report Prepared: — Carrier 
Haz Fatal Employees: 0 HMIS Serious Incidnt: Yes 
Haz Fatal Respnars: 0 HMIS Serious Fatality: No 
Haz FatalGen Public: 0 HMIS Serious Injury: No 
Tot Hazmat Fatalities: 0 HMIS Flight Plan: No 
Non Hazmat Fatality: No HMIS Serious Evacs: No 
Non Hazmat Fatals: 0 HMIS Major Artery: Yes 
Hazmat Injury: No HMIS Bulk Release: No 
Haz Hospital Empl: 0 HMIS Marine Pollutnt: No 
Haz Hospital Resp: 0 HMIS Radioactive: No 
Haz Hosp Gen Public: 0 HMIS Gen Pkg Type: OHMIR.Ref_Container.descr_txt 
Haz Hosp Old Form: 0 HMIS Container Code: DOT 412 
Total Haz Hosp Inj: 0 HMIS Container Desc: _ cargo tanks 
Haz Non Hosp Empl: 0 HMIS Bulk Incident: Yes 
Haz Non Hosp Resp: 0 Undeclared Shipment: No 


Description of Events: Driver David harris left Univar USA Suffolk Va. to make a deliverer about 4 mile up the road driver notice product 

coming from over flow line.Driver pulled off to investigate when a Suffolk Police pull up and notice the product on 

the road.Fire dept. was called and the road was shut down for 45 minutes allowing the fire dept. time to flush the 

road with 500 gallons of water . the spill was report to be 5 gallons.Dome lid and area was also flushed and gasket 

was repositioned and secured properly before driver was released to continue on his deliverer. 

Recommend Actions Taken: Meeting was held with all tank farm employee and drivers and policy gone over for securing the dome lids on 
tanker. 


Order No: 20180313188 
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Map Key Number of Direction Distance Elev/Diff Site DB 
Records (mi/ft) (ft) 
W 1 of 1 SSW 0.15 / 12.58 / Constance Wharf LST 
769.21 10 Constance Road E 
Suffolk VA 23434 

PC No: 20005226 Heat Oil Category: 

CEDS Fac ID: 200000197073 Exmpt1 UST2: No 

Case Siatus: Closed Exmpt2 Ht Oil UST2: Yes 

Case Closed Date: 5/22/2000 Small Ht Oil AST2: No 

Fed Regulated UST?: Yes Regulated AST3: No 

Program: RP Lead Unregulated AST3: No 

Release Reported: 5/16/2000 Other Tank Type?: No 

Reg Petrol UST1: Yes Oth Tank Type Desc: 

Excluded UST1: No Unknown Tank Type?: Yes 

Deferred UST1: No County: Suffolk City 

Partial Defer UST1: No Region: TRO 
12 1 of 1 SSW 0.16 / 27.66 / RITE AID # 3741 
= 818.50 25 515 NORTH MAIN STREET ssietialiieiaecini 

SUFFOLK VA 23434 

EPA Handler ID: VARO000526426 

Land Type Code: P 

Land Type Desc: Private 

Federal Waste Generator Code: 3 

Gen Status Univ Code: CEG 

Gen Status Univ Desc: Conditionally Exempt Small Quantity Generator 

Importer Activity: No 

Mixed Waste Generator: No 

Transporter Activity: No 

Transfer Facility: No 

Recycler Activity: No 

Onsite Burner Exemption: No 

Furnace Exemption: No 

Underground Inject Activity: No 

Receives Waste from Offsite: No 

TSD Type: wre 

TSD Activity: No 

Corrective Action Univ: No 

Action has been Imposed: No 

Action under 3004 (U)V): No 

Institutional Control Indicator: N 

Used Oil Transporter: 

Used Oil Transfer Facility: 

Used Oil Processor: 

Used Oil Refiner: 

Used Oil Burner: 

Used Oil Market Burner: 

Used Oil Spec Marketer: 

Activity Location: VA 

County Code: VA800 

County Name: SUFFOLK CITY 

Contact Name: DAVID W CROZIER 

Contact Phone No and Exten: 717-975-8643 

Contact Email: EHS@RITEAID.COM 

Contact Address: 30 , HUNTER LANE , CAMP HILL , PA, 17011 , US 

Mailing Address: 30 , HUNTER LANE , CAMP HILL , PA, 17011 , US 


Violation/Evaluation Summary 


Note: 


Handler Details 


As of Jan 24 2018, there are no Compliance Monitoring and Enforcement (violation) records associated with this 


facility (EPA ID). 


erisinfo.com | Environmental Risk Information Services 


Order No: 20180313188 


Map Key Number of Direction 


Records 


Source Type: 
Receive Date: 

Non Notifier: 
Acknowledge Flag: 
Acknowledge Date: 
Accessibility: 

Land Type: 


Fed Waste Gen Own: 


Fed Waste Gen Cad: 


Fed Waste Gen Desc: 


ST Waste Gen Own: 
State Waste Gen Cd: 
Short Term Gen: 
Importer Activity: 
Mixed Waste Gen: 
Transporter: 
Transfer Facility: 
TSD Activity: 
Recycler Activity: 
Onsite Burn Exempt: 
Furnace Exemption: 
Underground Inject: 
Off Site Receipt: 
Waste Dest Fac: 
Subpart K College: 
Subpart K Hospital: 


Subpart K Non Profit: 


Subpart K Withdraw: 
Include Nitnl Rprt: 
Reporting Cycle: 
LQHUW: 

Trader Importer: 
Trader Exporter: 
Slab Importer: 

Slab Exporter: 
Current Record: 
Location Country: 
State District Owner: 


Handler Details 


Source Type: 
Receive Date: 

Non Notifier: 
Acknowledge Flag: 
Acknowledge Date: 
Accessibility: 

Land Type: 


Fed Waste Gen Own: 


Fed Waste Gen Cd: 


Fed Waste Gen Desc: 


ST Waste Gen Own: 
State Waste Gen Cd: 
Short Term Gen: 
Importer Activity: 
Mixed Waste Gen: 
Transporter: 
Transfer Facility: 
TSD Activity: 
Recycler Activity: 
Onsite Burn Exempt: 
Furnace Exemption: 
Underground Inject: 
Off Site Receipt: 
Waste Dest Fac: 
Subpart K College: 
Subpart K Hospital: 


N 
20130301 


>) 
HQ 
3 


Conditionally Exempt Small Quantity 


VA 
4 

No 
No 
No 
No 
No 
No 
No 
No 
No 
No 
No 
No 
No 
No 
No 
No 


No 


B 
20160218 


>) 
HQ 
3 


Conditionally Exempt Small Quantity 


VA 
4 

No 
No 
No 
No 
No 
No 
No 
No 
No 
No 
No 
No 
No 
No 


Elev/Diff Site 
(ft) 


Used Oil Transporter: 


UO Transfer Fac: 
Used Oil Processor: 
Used Oil Refiner: 
Used Oil Burner: 
UO Market Burner: 
UO Spec Marketer: 
Current Site Name: 
Location Street No: 
Location Street 1: 
Location Street 2: 
Location City: 
Location State: 
Location Zip Code: 
County Code: 
State District: 
Mailing Street No: 
Mailing Street 1: 
Mailing Street 2: 
Mailing City: 
Mailing State: 
Mailing Zip Code: 
Mailing Country: 
Contact First Name: 


Contact Middle Initial: 


Contact Last Name: 
Contact Street No: 
Contact Street 1: 
Contact Street 2: 
Contact City: 
Contact State: 
Contact Zip: 
Contact Country: 
Contact Phone: 
Contact Phone Ext: 
Contact Fax: 
Contact Email Addr: 
Contact Title: 


Used Oil Transporter: 


UO Transfer Fac: 
Used Oil Processor: 
Used Oil Refiner: 
Used Oil Burner: 
UO Market Burner: 
UO Spec Marketer: 
Current Site Name: 
Location Street No: 
Location Street 1: 
Location Street 2: 
Location City: 
Location State: 
Location Zip Code: 
County Code: 
State District: 
Mailing Street No: 
Mailing Street 1: 
Mailing Street 2: 
Mailing City: 
Mailing State: 
Mailing Zip Code: 
Mailing Country: 
Contact First Name: 


Contact Middle Initial: 


Contact Last Name: 


No 
No 
No 
No 
No 
No 
No 
RITE AID #3741 


515 NORTH MAIN ST 


SUFFOLK 


30 HUNTER LANE 


CAMP HILL 
PA 


STEPHANIE 
CAIATI 
30 HUNTER LANE 


CAMP HILL 
PA 


717-730-8225 


SSCAIATI@RITEAID.COM 
DIRECTOR, EH&S 


No 

No 

No 

No 

No 

No 

No 

RITE AID # 3741 

515 

NORTH MAIN STREET 


SUFFOLK 
VA 

23434 
VA800 


30 
HUNTER LANE 


CAMP HILL 
PA 


Ww 
CROZIER 


DB 


erisinfo.com | Environmental Risk Information Services 


Order No: 20180313188 


Map Key Number of Direction Distance 
Records (mi/ft) 

Subpart K Non Profit: — No 

Subpart K Withdraw: No 

Include Ntn! Rprt: Y 

Reporting Cycle: 2015 

LQHUW: No 

Trader Importer: 

Trader Exporter: 

Slab Importer: 

Slab Exporter: 

Current Record: Yes 

Location Country: US 

State District Owner: 

Handler Details 

Source Type: N 

Receive Date: 20160202 

Non Notifier: 

Acknowledge Flag: 

Acknowledge Date: 

Accessibility: 

Land Type: P 

Fed Waste Gen Own: HQ 

Fed Waste Gen Cd: 3 


Fed Waste Gen Desc: 


ST Waste Gen Own: 
State Waste Gen Cd: 
Short Term Gen: 
Importer Activity: 
Mixed Waste Gen: 
Transporter: 
Transfer Facility: 
TSD Activity: 
Recycler Activity: 
Onsite Burn Exempt: 
Furnace Exemption: 
Underground Inject: 
Off Site Receipt: 
Waste Dest Fac: 
Subpart K College: 
Subpart K Hospital: 


Subpart K Non Profit: 


Subpart K Withdraw: 
Include Nin! Rprt: 
Reporting Cycle: 
LQHUW: 

Trader Importer: 
Trader Exporter: 
Slab Importer: 

Slab Exporter: 
Current Record: 
Location Country: 
State District Owner: 


Handler Details 


Source Type: 
Receive Date: 

Non Notifier: 
Acknowledge Flag: 
Acknowledge Date: 
Accessibility: 

Land Type: 


Fed Waste Gen Own: 


Fed Waste Gen Cd: 


Fed Waste Gen Desc: 


ST Waste Gen Own: 


Conditionally Exempt Small Quantity 
VA 
4 
No 
No 
No 
No 
No 
No 
No 
No 
No 
No 
No 
No 
No 
No 
No 
No 


No 


N 
20141003 


P 

HQ 

1 

Large Quantity Generator 
VA 


Elev/Diff Site 
(ft) 


Contact Street No: 
Contact Street 1: 
Contact Street 2: 
Contact City: 
Contact State: 
Contact Zip: 
Contact Country: 
Contact Phone: 
Contact Phone Ext: 
Contact Fax: 
Contact Email Addr: 
Contact Title: 


Used Oil Transporter: 


UO Transfer Fac: 
Used Oil Processor: 
Used Oil Refiner: 
Used Oil Burner: 
UO Market Burner: 
UO Spec Marketer: 
Current Site Name: 
Location Street No: 
Location Street 1: 
Location Street 2: 
Location City: 
Location State: 
Location Zip Code: 
County Code: 
State District: 
Mailing Street No: 
Mailing Street 1: 
Mailing Street 2: 
Mailing City: 
Mailing State: 
Mailing Zip Code: 
Mailing Country: 
Contact First Name: 


Contact Middle Initial: 


Contact Last Name: 
Contact Street No: 
Contact Street 1: 
Contact Street 2: 
Contact City: 
Contact State: 
Contact Zip: 
Contact Country: 
Contact Phone: 
Contact Phone Ext: 
Contact Fax: 
Contact Email Addr: 
Contact Title: 


Used Oil Transporter: 


UO Transfer Fac: 
Used Oil Processor: 
Used Oil Refiner: 
Used Oil Burner: 
UO Market Burner: 
UO Spec Marketer: 
Current Site Name: 
Location Street No: 
Location Street 1: 
Location Street 2: 


30 
HUNTER LANE 


CAMP HILL 
PA 


717-975-8643 


717-972-3989 
EHS@RITEAID.COM 
MANAGER, EHS 


No 
No 
No 
No 
No 
No 
No 
RITE AID #3741 


515 NORTH MAIN STREET 


SUFFOLK 


30 HUNTER LANE 


CAMP HILL 


Ww 
CROZIER 


30 HUNTER LANE 


CAMP HILL 
PA 


717-975-8643 


717-972-3989 
EHS@RITEAID.COM 
MANAGER, EH&S 


No 
No 
No 
No 
No 
No 
No 
RITE AID #3741 


515 NORTH MAIN STREET 


DB 


erisinfo.com | Environmental Risk Information Services 


Order No: 20180313188 


Map Key Number of Direction 
Records 
State Waste Gen Cd: 4 
Short Term Gen: No 
Importer Activity: No 
Mixed Waste Gen: No 
Transporter: No 
Transfer Facility: No 
TSD Activity: No 
Recycler Activity: No 
Onsite Burn Exempt: No 
Furnace Exemption: No 
Underground Inject: No 
Off Site Receipt: No 
Waste Dest Fac: No 
Subpart K College: No 
Subpart K Hospital: No 
Subpart K Non Profit: | No 
Subpart K Withdraw: No 
Include Ntn! Rprt: 
Reporting Cycle: 
LQHUW: No 
Trader Importer: 
Trader Exporter: 
Slab Importer: 
Slab Exporter: 
Current Record: No 
Location Country: US 
State District Owner: VA 
Handler Details 
Source Type: N 
Receive Date: 20151124 
Non Notifier: 
Acknowledge Flag: 
Acknowledge Date: 
Accessibility: 
Land Type: P 
Fed Waste Gen Own: HQ 


Fed Waste Gen Cd: 


Fed Waste Gen Desc: 


ST Waste Gen Own: 
State Waste Gen Cd: 
Short Term Gen: 
Importer Activity: 
Mixed Waste Gen: 
Transporter: 
Transfer Facility: 
TSD Activity: 
Recycler Activity: 
Onsite Burn Exempt: 
Furnace Exemption: 
Underground Inject: 
Off Site Receipt: 
Waste Dest Fac: 
Subpart K College: 
Subpart K Hospital: 


Subpart K Non Profit: 


Subpart K Withdraw: 
Include Ntn! Rprt: 
Reporting Cycle: 
LQHUW: 

Trader Importer: 
Trader Exporter: 
Slab Importer: 

Slab Exporter: 
Current Record: 
Location Country: 
State District Owner: 


1 
Large Quantity Generator 
VA 
4 
No 
No 
No 
No 
No 
No 
No 
No 
No 
No 
No 
No 
No 
No 
No 
No 


No 


Elev/Diff Site 


Location City: 
Location State: 
Location Zip Code: 
County Code: 
State District: 
Mailing Street No: 
Mailing Street 1: 
Mailing Street 2: 
Mailing City: 
Mailing State: 
Mailing Zip Code: 
Mailing Country: 
Contact First Name: 


Contact Middle Initial: 


Contact Last Name: 
Contact Street No: 
Contact Street 1: 
Contact Street 2: 
Contact City: 
Contact State: 
Contact Zip: 
Contact Country: 
Contact Phone: 
Contact Phone Ext: 
Contact Fax: 
Contact Email Addr: 
Contact Title: 


Used Oil Transporter: 


UO Transfer Fac: 
Used Oil Processor: 
Used Oil Refiner: 
Used Oil Burner: 
UO Market Burner: 
UO Spec Marketer: 
Current Site Name: 
Location Street No: 
Location Street 1: 
Location Street 2: 
Location City: 
Location State: 
Location Zip Code: 
County Code: 
State District: 
Mailing Street No: 
Mailing Street 1: 
Mailing Street 2: 
Mailing City: 
Mailing State: 
Mailing Zip Code: 
Mailing Country: 
Contact First Name: 


Contact Middle Initial: 


Contact Last Name: 
Contact Street No: 
Contact Street 1: 
Contact Street 2: 
Contact City: 
Contact State: 
Contact Zip: 
Contact Country: 
Contact Phone: 
Contact Phone Ext: 
Contact Fax: 
Contact Email Addr: 
Contact Title: 


SUFFOLK 
VA 

23434 
VA800 

6 


30 HUNTER LANE 
CAMP HILL 
PA 


STEPHANIE 

A 

CAIATI 

30 HUNTER LANE 
CAMP HILL 

PA 

717-730-8225 


717-972-3989 
SSCAIATI@RITEAID.COM 


ENVIRONMENTAL HEALTH & SAFETY 


No 
No 
No 
No 
No 
No 
No 
RITE AID #3741 


515 NORTH MAIN STREET 


SUFFOLK 
VA 

23434 
VA800 

6 


30 HUNTER LANE 


CAMP HILL 
PA 


CROZIER 
30 HUNTER LANE 


CAMP HILL 
PA 

17011 

US 
717-975-8643 


717-972-3989 
EHS@RITEAID.COM 
MANAGER, EH&S 


DB 


erisinfo.com | Environmental Risk Information Services 


Order No: 20180313188 


Map Key Number of 
Records 


Hazardous Waste Details 


Haz Waste Cd Owner: HQ 
Haz Waste Cd: Doo1 
BR Waste Code Active Status: 
Waste Code Active Status: 
Waste Code Description: 


Haz Waste Cd Owner: HQ 
Haz Waste Cd: D024 
BR Waste Code Active Status: 
Waste Code Active Status: 
Waste Code Description: 


Haz Waste Cd Owner: HQ 
Haz Waste Cd: D026 
BR Waste Code Active Status: 
Waste Code Active Status: 
Waste Code Description: 


Haz Waste Cd Owner: HQ 
Haz Waste Cd: D016 
BR Waste Code Active Status: 
Waste Code Active Status: 
Waste Code Description: 


Haz Waste Cd Owner: HQ 
Haz Waste Cd: DO01 
BR Waste Code Active Status: 
Waste Code Active Status: 
Waste Code Description: 


Haz Waste Cd Owner: HQ 
Haz Waste Cd: D002 
BR Waste Code Active Status: 
Waste Code Active Status: 
Waste Code Description: 


Haz Waste Cd Owner: HQ 
Haz Waste Cd: DOO9 
BR Waste Code Active Status: 
Waste Code Active Status: 
Waste Code Description: 


Haz Waste Cd Owner: HQ 
Haz Waste Cd: U205 
BR Waste Code Active Status: 
Waste Code Active Status: 
Waste Code Description: 


Haz Waste Cd Owner: HQ 
Haz Waste Cd: D002 
BR Waste Code Active Status: 
Waste Code Active Status: 
Waste Code Description: 


Haz Waste Cd Owner: HQ 
Haz Waste Cd: D018 
BR Waste Code Active Status: 
Waste Code Active Status: 
Waste Code Description: 


Haz Waste Cd Owner: HQ 
Haz Waste Cd: U154 
BR Waste Code Active Status: 
Waste Code Active Status: 
Waste Code Description: 


Direction Distance Elev/Diff Site 
(mi/ft) (ft) 


Source Type: 
Code Type: 
Yes 
Yes 
IGNITABLE WASTE 


Source Type: 


Code Type: 
Yes 
Yes 
M-CRESOL 
Source Type: 
Code Type: 
Yes 
Yes 
CRESOL 
Source Type: 
Code Type: 
Yes 
Yes 


2,4-D (2,4-DICHLOROPHENOXYACETIC ACID) 


Source Type: 
Code Type: 
Yes 
Yes 
IGNITABLE WASTE 


Source Type: 
Code Type: 
Yes 
Yes 
CORROSIVE WASTE 


Source Type: 


Code Type: 
Yes 
Yes 
MERCURY 
Source Type: 
Code Type: 
Yes 
Yes 


SELENIUM SULFIDE (OR) SELENIUM SULFIDE SES2 (R,T) 


Source Type: 
Code Type: 
Yes 
Yes 
CORROSIVE WASTE 


Source Type: 


Code Type: 
Yes 
Yes 
BENZENE 
Source Type: 
Code Type: 
Yes 
Yes 


METHANOL (I) (OR) METHYL ALCOHOL (I) 


DB 


ps erisinfo.com | Environmental Risk Information Services 


Order No: 20180313188 


Number of 
Records 


Map Key 


Haz Waste Cd Owner: HQ 
Haz Waste Cd: U240 


BR Waste Code Active Status: 


Waste Code Active Status: 
Waste Code Description: 


Haz Waste Cd Owner: HQ 
Haz Waste Cd: D007 


BR Waste Code Active Status: 


Waste Code Active Status: 
Waste Code Description: 


Haz Waste Cd Owner: HQ 
Haz Waste Cd: DOO9 


BR Waste Code Active Status: 


Waste Code Active Status: 
Waste Code Description: 


Haz Waste Cd Owner: HQ 
Haz Waste Cd: D010 


BR Waste Code Active Status: 


Waste Code Active Status: 
Waste Code Description: 


Haz Waste Cd Owner: HQ 
Haz Waste Cd: D035 


BR Waste Code Active Status: 


Waste Code Active Status: 
Waste Code Description: 


Haz Waste Cd Owner: HQ 
Haz Waste Cd: P075 


BR Waste Code Active Status: 


Waste Code Active Status: 
Waste Code Description: 


Haz Waste Cd Owner: HQ 
Haz Waste Cd: D007 
BR Waste Code Active Status: 
Waste Code Active Status: 
Waste Code Description: 


Haz Waste Cd Owner: HQ 
Haz Waste Cd: D010 
BR Waste Code Active Status: 
Waste Code Active Status: 
Waste Code Description: 


Haz Waste Cd Owner: HQ 
Haz Waste Cd: U129 
BR Waste Code Active Status: 
Waste Code Active Status: 
Waste Code Description: 


Haz Waste Cd Owner: HQ 
Haz Waste Cd: POO1 
BR Waste Code Active Status: 
Waste Code Active Status: 
Waste Code Description: 


Haz Waste Cd Owner: HQ 
Haz Waste Cd: Do11 
BR Waste Code Active Status: 
Waste Code Active Status: 


Direction Distance Elev/Diff Site DB 
(mi/ft) (ft) 
Source Type: B 
Code Type: U 
Yes 
Yes 


2,4-D, SALTS & ESTERS (OR) ACETIC ACID, (2,4-DICHLOROPHENOXY)-, SALTS & ESTERS (OR) 
DICHLOROPHENOXYACETIC ACID 2,4-D 


Source Type: B 
Code Type: D 
Yes 
Yes 
CHROMIUM 
Source Type: B 
Code Type: D 
Yes 
Yes 
MERCURY 
Source Type: B 
Code Type: D 
Yes 
Yes 
SELENIUM 
Source Type: B 
Code Type: D 
Yes 
Yes 
METHYL ETHYL KETONE 
Source Type: B 
Code Type: P 
Yes 
Yes 


NICOTINE, & SALTS (OR) PYRIDINE, 3-(1-METHYL-2-PYRROLIDINYL)-,(S)-, & SALTS 


Source Type: N 
Code Type: D 
Yes 
Yes 
CHROMIUM 
Source Type: N 
Code Type: D 
Yes 
Yes 
SELENIUM 
Source Type: B 
Code Type: U 
Yes 
Yes 


CYCLOHEXANE, 1,2,3,4,5,6-HEXACHLORO-, (1ALPHA, 2ALPHA, 3BETA, 4ALPHA, 5ALPHA, 6BETA)- (OR) 
LINDANE 


Source Type: N 

Code Type: P 
Yes 
Yes 
2H-1-BENZOPYRAN-2-ONE, 4-HYDROXY-3-(3-OXO-1-PHENYLBUTYL)-, & SALTS, WHEN PRESENT AT 
CONCENTRATIONS GREATER THAN 0.3% (OR) WARFARIN, & SALTS, WHEN PRESENT AT 
CONCENTRATIONS GREATER THAN 0.3% 


Source Type: B 
Code Type: D 
Yes 
Yes 


erisinfo.com | Environmental Risk Information Services 


Order No: 20180313188 


Map Key Number of 
Records 


Waste Code Description: 


Haz Waste Cd Owner: HQ 
Haz Waste Cd: D026 
BR Waste Code Active Status: 
Waste Code Active Status: 
Waste Code Description: 


Haz Waste Cd Owner: HQ 
Haz Waste Cd: POO1 
BR Waste Code Active Status: 
Waste Code Active Status: 
Waste Code Description: 


Haz Waste Cd Owner: HQ 
Haz Waste Cd: U002 
BR Waste Code Active Status: 
Waste Code Active Status: 
Waste Code Description: 


Haz Waste Cd Owner: HQ 
Haz Waste Cd: U122 
BR Waste Code Active Status: 
Waste Code Active Status: 
Waste Code Description: 


Haz Waste Cd Owner: HQ 
Haz Waste Cd: U279 
BR Waste Code Active Status: 
Waste Code Active Status: 
Waste Code Description: 


Haz Waste Cd Owner: HQ 
Haz Waste Cd: DOo11 
BR Waste Code Active Status: 
Waste Code Active Status: 
Waste Code Description: 


Haz Waste Cd Owner: HQ 
Haz Waste Cd: D024 
BR Waste Code Active Status: 
Waste Code Active Status: 
Waste Code Description: 


Haz Waste Cd Owner: HQ 
Haz Waste Cd: P075 
BR Waste Code Active Status: 
Waste Code Active Status: 
Waste Code Description: 


NAICS Details 

Source Type: B 
NAICS Cd Owner: HQ 
NAICS Code: 44611 
NAICS Description: 

Source Type: N 
NAICS Cd Owner: HQ 
NAICS Code: 446110 
NAICS Description: 


Owner/Operator Details 


Owner/Operator Ind: (ee) 


Direction Distance Elev/Diff Site 


(mi/ft) (ft) 
SILVER 


Yes 
Yes 
CRESOL 


Yes 
Yes 


Source Type: 
Code Type: 


Source Type: 
Code Type: 


DB 


2H-1-BENZOPYRAN-2-ONE, 4-HYDROXY-3-(3-OXO-1-PHENYLBUTYL)-, & SALTS, WHEN PRESENT AT 
CONCENTRATIONS GREATER THAN 0.3% (OR) WARFARIN, & SALTS, WHEN PRESENT AT 


CONCENTRATIONS GREATER THAN 


Yes 
Yes 
2-PROPANONE (I) (OR) ACETONE (I) 


Yes 
Yes 
FORMALDEHYDE 


Yes 
Yes 


CARBARYL (OR) 1-NAPHTHALENOL, METHYLCARBAMATE 


Yes 
Yes 
SILVER 


Yes 
Yes 
M-CRESOL 


Yes 
Yes 


0.3% 


Source Type: 
Code Type: 


Source Type: 
Code Type: 


Source Type: 
Code Type: 


Source Type: 
Code Type: 


Source Type: 
Code Type: 


Source Type: 
Code Type: 


NICOTINE, & SALTS (OR) PYRIDINE, 3-(1-METHYL-2-PYRROLIDINYL)-,(S)-, & SALTS 


PHARMACIES AND DRUG STORES 


PHARMACIES AND DRUG STORES 


NAICS Active Status: 


NAICS Cycle: 


NAICS Active Status: 


NAICS Cycle: 


Country: 


Yes 
2002 


Yes 
2012 


US 


ps erisinfo.com | Environmental Risk Information Services 


Order No: 20180313188 


Map Key Number of Direction Distance Elev/Diff Site DB 
Records (mi/ft) (ft) 
Name: RITE AID OF VA, INC. Zip Code: 17011 
Street No: Phone: 717-761-2633 
Street 1: 30 HUNTER LANE Type: P 
Street 2: Date Became Current: 19870726 
City: CAMP HILL Date Ended Current: 
State: PA 
Source Type: N 
Owner/Operator Ind: cP Country: 
Name: RITE AID CORPORATION Zip Code: 
Street No: Phone: 
Street 1: Type: P 
Street 2: Date Became Current: 19870726 
City: Date Ended Current: 
State: 
Source Type: N 
Owner/Operator Ind: co Country: US 
Name: DANIEL G. KAMIN CHESAPEAKE, LLC Zip Code: 15232 
Street No: Phone: 412-661-5233 
Street 1: P.O. BOX 10234 Type: P 
Street 2: Date Became Current: 19970227 
City: PITTSBURGH Date Ended Current: 
State: PA 
Source Type: B 
Owner/Operator Ind: CP Country: 
Name: RITE AID OF VIRGINIA, INC. Zip Code: 
Street No: Phone: 
Street 1: Type: P 
Street 2: Date Became Current: 19960523 
City: Date Ended Current: 
State: 
Source Type: N 
Owner/Operator Ind: cP Country: 
Name: RITE AID OF VIRGINIA, INC. Zip Code: 
Street No: Phone: 
Street 1: Type: P 
Street 2: Date Became Current: 19960523 
City: Date Ended Current: 
State: 
Source Type: B 
Owner/Operator Ind: co Country: US 
Name: DANIEL G. KAMIN CHESAPEAKE LLC Zip Code: 15232 
Street No: Phone: 412-661-5233 
Street 1: P.O. BOX 10234 Type: P 
Street 2: Date Became Current: 19970227 
City: PITTSBURGH Date Ended Current: 
State: PA 
Source Type: N 
13 1 of 1 Ss 0.20 / 4.84 / SUFFOLK SHERIFFS DEPT 
= 1,052.67 2 121 E Constance Rd ail 
Suffolk VA 23434 
Facility ID: 5018974 Region: TRO 
CEDS Facility ID: 200000067184 Parent Region: Tidewater 
Facility Active: No Facility Addr 1: 121 E Constance Rd 
Federally Regulated: Yes Facility Addr 2: 
Active UST: 0 City: Suffolk 
Inactive UST: 3 Facility Location: 121 E Constance Rd 
Active AST: 0 County: Suffolk City 
Inactive AST: 0 State: VA 
Facility Type: LOCAL Latitude: 36.7377360004 
Facility Name: SUFFOLK SHERIFFS DEPT Longitude: -76.5817940008 


ps erisinfo.com | Environmental Risk Information Services 


Order No: 20180313188 


Map Key Number of 
Records 


Tank Details 


Tank Owner ID: 
Tank No: 

Tank Status: 

Tank Type: 

Fed Regulated Tank: 


Tank Materials 


Asphalt/Bare Steel: 
CCP/STI-P3: 
Composite: 
Fiberglass: 

Lined Interior: 
Double Walled: 
Other: 

Other Specify: 


Pipe Materials 


Piping Type: 
Asphalt/Bare Steel: 
Galvanized Steel: 
Fiberglass: 

Copper: 

Cathodic Protected: 
Repaired: 
Impressed Current: 


34464 

023 

CLS IN GRD 
UST 

¥ 


UNKNOWN 
Yes 

No 

No 

No 

No 

No 


Tank/Pipe Release Detection 


Manual Gauging: 
Tank RD Tight Test: 
Inventory Controls: 
Tank RD ATG: 

Tank RD Vapor Mntr: 
Tank RD GW Monitor: 
Tnk RD IM DbI Wall: 
Tnk RD IM Sec Cont: 
Tank RD SIR: 

Tank RD Leak Defer: 
Tank RD Other: 

Tank RD Other Spec: 
Spl Device Install: 
Overfill Dev Inst: 
Overfill Type: 


Tank Details 


Tank Owner ID: 
Tank No: 

Tank Status: 

Tank Type: 

Fed Regulated Tank: 


Tank Materials 


Asphalt/Bare Steel: 
CCP/STI-P3: 
Composite: 
Fiberglass: 


No 
No 
No 
No 
No 
No 
No 
No 
No 
No 
No 


No 
No 


34464 
2 

CLS IN GRD 
UST 

Y 


No 
No 
No 
No 


Direction 


Elev/Diff Site 


Install Date: 
Date Closed: 
Capacity: 
Contents: 
Other Contents: 


Impressed Current: 
Polyethyl Jacket: 
Concrete: 
Excavation Liner: 
Secondary Contain: 
Repaired: 
Unknown: 

Note: 


Double Walled: 
Polyflexible: 
Unknown: 
Secondary Contain: 
Other: 

Other Specify: 
Note: 


Overfill Spec: 
Pipe RD MTG: 
Pipe RD ATG: 


Pipe RD GW Monitor: 


Pipe RD Vapor Mntr: 
Pipe IM DbI Wall: 
Pipe IM Sec Cont: 
Pipe RD ALLD: 

Pipe RD Tight Test: 
Pipe RD SIR: 

Pipe RD Leak Defer: 
Pipe RD Other: 

Pipe RD Other Spec: 
Note: 


Install Date: 
Date Closed: 
Capacity: 
Contents: 
Other Contents: 


Impressed Current: 
Polyethyl Jacket: 
Concrete: 
Excavation Liner: 


5/7/1986 


GASOLINE 


No 
No 
No 
No 
No 
No 
No 


No 
No 
No 
No 
No 


No 


No 
No 
No 
No 
No 
No 
No 


No 


6/1/1966 


UNKNOWN 


No 
No 
No 
No 


DB 


erisinfo.com | Environmental Risk Information Services 


Order No: 20180313188 


Map Key Number of 
Records 


Lined Interior: 
Double Walled: 
Other: 

Other Specify: 


Pipe Materials 


Piping Type: 
Asphalt/Bare Steel: 
Galvanized Steel: 
Fiberglass: 

Copper: 

Cathodic Protected: 
Repaired: 
Impressed Current: 


No 
No 
No 


UNKNOWN 
No 
No 
No 
No 
No 
No 


Tank/Pipe Release Detection 


Manual Gauging: 
Tank RD Tight Test: 
Inventory Controls: 
Tank RD ATG: 

Tank RD Vapor Mntr: 
Tank RD GW Monitor: 
Tnk RD IM DbI Wall: 
Tnk RD IM Sec Cont: 
Tank RD SIR: 

Tank RD Leak Defer: 
Tank RD Other: 

Tank RD Other Spec: 
Spl Device Install: 
Overfill Dev Inst: 
Overfill Type: 


Tank Details 


Tank Owner ID: 
Tank No: 

Tank Status: 

Tank Type: 

Fed Regulated Tank: 


Tank Materials 


Asphalt/Bare Steel: 
CCP/STI-P3: 
Composite: 
Fiberglass: 

Lined Interior: 
Double Walled: 
Other: 

Other Specify: 


Pipe Materials 


Piping Type: 
Asphalt/Bare Steel: 
Galvanized Steel: 
Fiberglass: 

Copper: 

Cathodic Protected: 
Repaired: 
Impressed Current: 


No 
No 
No 
No 
No 
No 
No 
No 
No 
No 
No 


No 
No 


34464 
1 

PERM OUT OF USE 
UST 

Y 


No 
No 
No 
No 
No 
No 
No 


UNKNOWN 
No 
No 
No 
No 
No 
No 


Direction 


Elev/Diff Site 


Secondary Contain: 
Repaired: 
Unknown: 

Note: 


Double Walled: 
Polyflexible: 
Unknown: 
Secondary Contain: 
Other: 

Other Specify: 
Note: 


Overfill Spec: 

Pipe RD MTG: 

Pipe RD ATG: 

Pipe RD GW Monitor: 
Pipe RD Vapor Mntr: 
Pipe IM DbI Wall: 
Pipe IM Sec Cont: 
Pipe RD ALLD: 

Pipe RD Tight Test: 
Pipe RD SIR: 

Pipe RD Leak Defer: 
Pipe RD Other: 

Pipe RD Other Spec: 
Note: 


Install Date: 
Date Closed: 
Capacity: 
Contents: 
Other Contents: 


Impressed Current: 
Polyethyl Jacket: 
Concrete: 
Excavation Liner: 
Secondary Contain: 
Repaired: 
Unknown: 

Note: 


Double Walled: 
Polyflexible: 
Unknown: 
Secondary Contain: 
Other: 

Other Specify: 
Note: 


No 
No 
Yes 


No 
No 
Yes 
No 
No 


No 


No 
No 
No 
No 
No 
No 
No 


No 


5/7/1966 


500 
GASOLINE 


No 
No 
No 
No 
No 
No 
Yes 


No 
No 
Yes 
No 
No 


DB 
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Order No: 20180313188 


Number of 
Records 


Map Key 


Tank/Pipe Release Detection 


Manual Gauging: No 
Tank RD Tight Test: No 
Inventory Controls: No 
Tank RD ATG: No 
Tank RD Vapor Mntr: No 
Tank RD GW Monitor: No 
Tnk RD IM DbI Wall: No 
Tnk RD IM Sec Cont: No 
Tank RD SIR: No 
Tank RD Leak Defer: No 
Tank RD Other: No 
Tank RD Other Spec: 

Spl Device Install: No 
Overfill Dev Inst: No 
Overfill Type: 


Owner 


Tank Owner ID: 

No of Active AST: 0 
No of Active UST: 0 
No of Inactive AST: 0 
No of Inactive UST: 3 
Federal Regulated: Y 
Region: 


Direction Distance 


Name: 


SUFFOLK SHERIFFS DEPT 


Elev/Diff Site 
(mi/ft) (ft) 


Overfill Spec: 
Pipe RD MTG: 
Pipe RD ATG: 


Pipe RD GW Monitor: 


Pipe RD Vapor Mntr: 
Pipe IM DbI Wall: 
Pipe IM Sec Cont: 
Pipe RD ALLD: 

Pipe RD Tight Test: 
Pipe RD SIR: 

Pipe RD Leak Defer: 
Pipe RD Other: 

Pipe RD Other Spec: 
Note: 


Owner Name: 
Owner Address 1: 
Owner Address 2: 
Owner City: 
Owner State: 
Owner Zip 5: 
Owner Zip 4: 
Owner Type: 


No 


No 
No 
No 
No 
No 
No 
No 


No 


DB 


SUFFOLK SHERIFFS DEPARTMENT 
121 E. CONSTANCE RD. 


SUFFOLK 
VA 
23434 


LOCAL 


0.20 / 19.22 / 
1,073.46 17 


NANSEMOND CONVALESCENT 
CENTER# 

200 WEST CONSTANCE RD 
SUFFOLK VA 23434 


14 1 of 2 sw aman 
NON GEN 


EPA Handler ID: 

Land Type Code: 

Land Type Desc: 

Federal Waste Generator Code: 
Gen Status Univ Code: 

Gen Status Univ Desc: 
Importer Activity: 

Mixed Waste Generator: 
Transporter Activity: 
Transfer Facility: 

Recycler Activity: 

Onsite Burner Exemption: 
Furnace Exemption: 
Underground Inject Activity: 
Receives Waste from Offsite: 
TSD Type: 

TSD Activity: 

Corrective Action Univ: 
Action has been Imposed: 
Action under 3004 (U)V): 
Institutional Control Indicator: 
Used Oil Transporter: 

Used Oil Transfer Facility: 
Used Oil Processor: 

Used Oil Refiner: 

Used Oil Burner: 

Used Oil Market Burner: 
Used Oil Spec Marketer: 
Activity Location: 

County Code: 

County Name: 


VAD040160327 


N 

N 

No Report 
No 

No 

No 

No 

No 

No 


VA 
VA800 
SUFFOLK CITY 
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Number of 
Records 


Map Key 


Contact Name: 

Contact Phone No and Ext: 
Contact Email: 

Contact Address: 

Mailing Address: 


Violation/Evaluation Summary 


Note: 


Handler Details 


Source Type: N 
Receive Date: 

Non Notifier: 
Acknowledge Flag: 
Acknowledge Date: 
Accessibility: 

Land Type: 

Fed Waste Gen Own: HQ 
Fed Waste Gen Cd: N 
Fed Waste Gen Desc: 

ST Waste Gen Own: VA 
State Waste Gen Cd: 4 


Short Term Gen: No 
Importer Activity: No 
Mixed Waste Gen: No 
Transporter: No 
Transfer Facility: No 
TSD Activity: No 
Recycler Activity: No 
Onsite Burn Exempt: No 
Furnace Exemption: No 
Underground Inject: No 
Off Site Receipt: No 
Waste Dest Fac: No 
Subpart K College: 

Subpart K Hospital: 
Subpart K Non Profit: 
Subpart K Withdraw: 
Include Ntn! Rprt: 
Reporting Cycle: 

LQHUW: No 
Trader Importer: 

Trader Exporter: 

Slab Importer: 

Slab Exporter: 

Current Record: Yes 
Location Country: US 


State District Owner: VA 


NAICS Details 

Source Type: N 
NAICS Cd Owner: HQ 
NAICS Code: 62311 
NAICS Description: 


Owner/Operator Details 


Owner/Operator Ind: CP 
Name: 
Street No: 


19800818 


Distance 
(mi/ft) (ft) 


ENVIRONMENTAL COORDINATOR 
215-555-1212 


Direction 


Elev/Diff Site 


200 WEST CONSTANCE RD , SUFFOLK , VA, 23434 , US 
200 WEST CONSTANCE RD , SUFFOLK , VA, 23434 , US 


DB 


As of Jan 24 2018, there are no Compliance Monitoring and Enforcement (violation) records associated with this 


facility (EPA ID). 


NURSING CARE FACILITIES 


OPERNAME 


Used Oil Transporter: 
UO Transfer Fac: 
Used Oil Processor: 
Used Oil Refiner: 
Used Oil Burner: 
UO Market Burner: 
UO Spec Marketer: 
Current Site Name: 
Location Street No: 
Location Street 1: 
Location Street 2: 
Location City: 
Location State: 
Location Zip Code: 
County Code: 

State District: 
Mailing Street No: 
Mailing Street 1: 
Mailing Street 2: 
Mailing City: 
Mailing State: 
Mailing Zip Code: 
Mailing Country: 
Contact First Name: 
Contact Middle Initial: 
Contact Last Name: 
Contact Street No: 
Contact Street 1: 
Contact Street 2: 
Contact City: 
Contact State: 
Contact Zip: 
Contact Country: 
Contact Phone: 
Contact Phone Ext: 
Contact Fax: 
Contact Email Addr: 
Contact Title: 


NAICS Active Status: 
NAICS Cycle: 


Country: 
Zip Code: 
Phone: 


No 
No 
No 
No 
No 
No 
No 


NANSEMOND CONVALESCENT CENTER# 


200 WEST CONSTANCE RD 
SUFFOLK 

VA 

23434 

VA800 

6 

200 WEST CONSTANCE RD 


SUFFOLK 


ENVIRONMENTAL 


COORDINATOR 


200 WEST CONSTANCE RD 


SUFFOLK 


215-555-1212 


Yes 
2002 


99999 
215-555-1212 
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Order No: 20180313188 


Map Key Number of Direction Elev/Diff Site DB 
Records 

Street 1: OPERSTREET Type: P 

Street 2: Date Became Current: 

City: OPERCITY Date Ended Current: 

State: AK 

Source Type: N 

Owner/Operator Ind: co Country: 

Name: OWNERNAME Zip Code: 99999 

Street No: Phone: 215-555-1212 

Street 1: OWNERSTREET Type: P 

Street 2: Date Became Current: 

City: OWNERCITY Date Ended Current: 

State: AK 

Source Type: N 

14 2 of 2 Sw 19.22 / Nansemond Pointe UST 

200 W Constance Rd 
Suffolk VA 23434 

Facility ID: 5019412 Region: TRO 

CEDS Facility ID: 200000066237 Parent Region: Tidewater 

Facility Active: Yes Facility Addr 1: 200 W Constance Rd 

Federally Regulated: Yes Facility Addr 2: 

Active UST: 1 City: Suffolk 

Inactive UST: 1 Facility Location: 

Active AST: 0 County: Suffolk City 

Inactive AST: 0 State: VA 

Facility Type: OTHER Latitude: 36.7364181728 

Facility Name: Nansemond Pointe Longitude: -76.5862456022 

Tank Details 

Tank Owner ID: 38350 Install Date: 6/1/1991 

Tank No: R1 Date Closed: 10/12/1998 

Tank Status: REM FROM GRD Capacity: 2000 

Tank Type: UST Contents: DIESEL 

Fed Regulated Tank: Y Other Contents: 

Tank Materials 

Asphalt/Bare Steel: No Impressed Current: No 

CCP/STI-P3: No Polyethy! Jacket: No 

Composite: No Concrete: No 

Fiberglass: Yes Excavation Liner: No 

Lined Interior: No Secondary Contain: No 

Double Walled: No Repaired: No 

Other: No Unknown: No 

Other Specify: Note: 

Pipe Materials 

Piping Type: NO VALVE: SUCTION Double Walled: No 

Asphalt/Bare Steel: No Polyflexible: No 

Galvanized Steel: No Unknown: No 

Fiberglass: No Secondary Contain: No 

Copper: Yes Other: No 

Cathodic Protected: No Other Specify: 

Repaired: No Note: 

Impressed Current: 

Tank/Pipe Release Detection 

Manual Gauging: No Overfill Spec: 


erisinfo.com | Environmental Risk Information Services 


Order No: 20180313188 


Map Key Number of Direction 
Records 
Tank RD Tight Test: No 
Inventory Controls: No 
Tank RD ATG: No 
Tank RD Vapor Mntr: No 
Tank RD GW Monitor: — No 
Tnk RD IM DbI Wall: No 
Tnk RD IM Sec Cont: No 
Tank RD SIR: No 
Tank RD Leak Defer: No 
Tank RD Other: No 
Tank RD Other Spec: 
Spl Device Install: No 
Overfill Dev Inst: No 
Overfill Type: 
Tank Details 
Tank Owner ID: 47868 
Tank No: 1 
Tank Status: CURR IN USE 
Tank Type: UST 
Fed Regulated Tank: Y 
Tank Materials 
Asphalt/Bare Steel: No 
CCP/STI-P3: No 
Composite: No 
Fiberglass: Yes 
Lined Interior: No 
Double Walled: No 
Other: No 
Other Specify: Emergency Generator UST 


Pipe Materials 


Piping Type: 
Asphalt/Bare Steel: 
Galvanized Steel: 
Fiberglass: 

Copper: 

Cathodic Protected: 
Repaired: 
Impressed Current: 


NO VALVE: SUCTION 
No 
No 
No 
No 
No 
No 


Tank/Pipe Release Detection 


Manual Gauging: 
Tank RD Tight Test: 
Inventory Controls: 
Tank RD ATG: 

Tank RD Vapor Mntr: 
Tank RD GW Monitor: 
Tnk RD IM DbI Wall: 
Tnk RD IM Sec Cont: 
Tank RD SIR: 

Tank RD Leak Defer: 
Tank RD Other: 

Tank RD Other Spec: 
Spl Device Install: 
Overfill Dev Inst: 
Overfill Type: 


No 
No 
No 
Yes 
No 
No 
No 
No 
No 
Yes 
No 


Yes 
Yes 
OTHER-Berm 


Elev/Diff Site 


Pipe RD MTG: 
Pipe RD ATG: 


Pipe RD GW Monitor: 


Pipe RD Vapor Mntr: 
Pipe IM DbI Wall: 
Pipe IM Sec Cont: 
Pipe RD ALLD: 

Pipe RD Tight Test: 
Pipe RD SIR: 

Pipe RD Leak Defer: 
Pipe RD Other: 

Pipe RD Other Spec: 
Note: 


Install Date: 
Date Closed: 
Capacity: 
Contents: 
Other Contents: 


Impressed Current: 
Polyethyl Jacket: 
Concrete: 
Excavation Liner: 
Secondary Contain: 
Repaired: 
Unknown: 

Note: 


Double Walled: 
Polyflexible: 
Unknown: 
Secondary Contain: 
Other: 

Other Specify: 
Note: 


Overfill Spec: 
Pipe RD MTG: 
Pipe RD ATG: 


Pipe RD GW Monitor: 


Pipe RD Vapor Mntr: 
Pipe IM DbI Wall: 
Pipe IM Sec Cont: 
Pipe RD ALLD: 

Pipe RD Tight Test: 
Pipe RD SIR: 

Pipe RD Leak Defer: 
Pipe RD Other: 

Pipe RD Other Spec: 
Note: 


No 


No 
No 
No 
No 
No 
No 
No 


No 


6/1/1991 


2000 
DIESEL 


No 
No 
No 
No 
No 
No 
No 


Yes 
No 
No 
Yes 
No 


DB 


Polyflexible- piping was upgraded in 1998 


No 


No 
No 
Yes 
No 
No 
No 
No 
Yes 
No 


erisinfo.com | Environmental Risk Information Services 


Order No: 20180313188 


Map Key Number of Direction Distance 
Records (mi/ft) 

Owner 

Tank Owner ID: 47868 

No of Active AST: 0 

No of Active UST: 1 

No of Inactive AST: 0 

No of Inactive UST: 1 

Federal Regulated: Y 

Region: TRO 

Name: Nansemond Pointe 

Owner 

Tank Owner ID: 42486 

No of Active AST: 0 

No of Active UST: 1 

No of Inactive AST: 0 

No of Inactive UST: 1 

Federal Regulated: Y 

Region: TRO 

Name: Nansemond Pointe 

Owner 

Tank Owner ID: 38350 

No of Active AST: 0 

No of Active UST: 1 

No of Inactive AST: 0 

No of Inactive UST: 1 

Federal Regulated: Y 

Region: TRO 

Name: Nansemond Pointe 
15 1 of 2 NW 0.24 / 
—_ 1,290.15 

EPA Handler ID: VAD981743560 

Land Type Code: 

Land Type Desc: 

Federal Waste Generator Code: 2 

Gen Status Univ: SQG 


Gen Status Univ Desc: 
Importer Activity: 

Mixed Waste Generator: 
Transporter Activity: 
Transfer Facility: 

Recycler Activity: 

Onsite Burner Exemption: 
Furnace Exemption: 
Underground Inject Activity: 
Receives Waste from Offsite: 
TSD Type: 

TSD Activity: 

Corrective Action Univ: 
Action has been Imposed: 
Action under 3004 (U)V): 
Institutional Control Indicator: 
Used Oil Transporter: 

Used Oil Transfer Facility: 
Used Oil Processor: 

Used Oil Refiner: 

Used Oil Burner: 

Used Oil Market Burner: 


Small Quantity Generator 
No 
No 
No 
No 
No 
No 


Elev/Diff Site 


(ft) 


33.54 / 


31 


Owner Name: 


Owner Address 1: 
Owner Address 2: 


Owner City: 

Owner Siate: 
Owner Zip 5: 
Owner Zip 4: 
Owner Type: 


Owner Name: 


Owner Address 1: 
Owner Address 2: 


Owner City: 

Owner Siate: 
Owner Zip 5: 
Owner Zip 4: 
Owner Type: 


Owner Name: 


Owner Address 1: 
Owner Address 2: 


Owner City: 

Owner State: 
Owner Zip 5: 
Owner Zip 4: 
Owner Type: 


DB 


"Kindred Nursing Centers East, LLC" 


680 S 4th Street 
Louisville 

KY 

40202 


PRIVATE 


"Kindred Healthcare, Inc." 


680 South 4th Street 
Louisville 

KY 

40202 


PRIVATE 


VENCOR INC 
400 W MARKET ST 


3300 PROVIDIAN CENTER 


LOUISVILLE 
KY 
40202 


COMMERCIAL 


GOODYEAR AUTO SERVICE CTR - 
SUFFOLK 


1101 NORTH MAIN ST 
SUFFOLK VA 23434 


RCRA SQG 
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Map Key Number of 


Records 


Used Oil Spec Marketer: 


Activity Location: 
County Code: 
County Name: 
Contact Name: 


Contact Phone No and Exten: 


Contact Email: 
Contact Address: 
Mailing Address: 


Violation/Evaluation Summary 


Note: 


Handler Details 


Source Type: 
Receive Date: 

Non Notifier: 
Acknowledge Flag: 
Acknowledge Date: 
Accessibility: 
Land Type: 


Fed Waste Gen Own: 


Fed Waste Gen Cd: 


Fed Waste Gen Desc: 


ST Waste Gen Own: 
State Waste Gen Cd: 
Short Term Gen: 
Importer Activity: 
Mixed Waste Gen: 
Transporter: 
Transfer Facility: 
TSD Activity: 
Recycler Activity: 
Onsite Burn Exempt: 
Furnace Exemption: 
Underground Inject: 
Off Site Receipt: 
Waste Dest Fac: 
Subpart K College: 
Subpart K Hospital: 


Subpart K Non Profit: 


Subpart K Withdraw: 
Include Nitnl Rprt: 
Reporting Cycle: 
LQHUW: 

Trader Importer: 
Trader Exporter: 
Slab Importer: 

Slab Exporter: 
Current Record: 
Location Country: 
State District Owner: 


Hazardous Waste Details 


Haz Waste Cd Owner: 


Haz Waste Cd: 


N 
19861106 


HQ 


2 


Small Quantity Generator 


No 
No 
No 
No 
No 
No 
No 
No 
No 
No 
No 
No 


No 


HQ 
F003 


BR Waste Code Active Status: 
Waste Code Active Status: 


Waste Code Desc: 


Direction 


VA 


VA800 
SUFFOLK CITY 
G. GRIFFIN 
804-526-4950 


Elev/Diff Site 


1101 NORTH MAIN ST , SUFFOLK , VA, 23434 , US 
W ROSLYN RD ROSLYN IND PARK , COLONIAL HEIGHTS , VA, 23834 , US 


DB 


As of Jan 24 2018, there are no Compliance Monitoring and Enforcement (violation) records associated with this 


facility (EPA ID). 


Yes 
Yes 


Used Oil Transporter: 


UO Transfer Fac: 
Used Oil Processor: 
Used Oil Refiner: 
Used Oil Burner: 
UO Market Burner: 
UO Spec Marketer: 
Current Site Name: 


Location Street No: 
Location Street 1: 
Location Street 2: 
Location City: 
Location State: 
Location Zip Code: 
County Code: 
State District: 
Mailing Street No: 
Mailing Street 1: 
Mailing Street 2: 
Mailing City: 
Mailing State: 
Mailing Zip Code: 
Mailing Country: 
Contact First Name: 


Contact Middle Initial: 


Contact Last Name: 
Contact Street No: 
Contact Street 1: 
Contact Street 2: 
Contact City: 
Contact State: 
Contact Zip: 
Contact Country: 
Contact Phone: 
Contact Phone Ext: 
Contact Fax: 
Contact Email Addr: 
Contact Title: 


Source Type: 
Code Type: 


No 

No 

No 

No 

No 

No 

No 

GOODYEAR AUTO SERVICE CTR - 
SUFFOLK 


1101 NORTH MAIN ST 
SUFFOLK 

VA 

23434 

VA800 

6 

W ROSLYN RD ROSLYN IND PARK 
COLONIAL HEIGHTS 
VA 

23834 

US 

G. 

GRIFFIN 

1101 NORTH MAIN ST 


SUFFOLK 


804-526-4950 


THE FOLLOWING SPENT NONHALOGENATED SOLVENTS: XYLENE, ACETONE, ETHYL ACETATE, ETHYL 
BENZENE, ETHYL ETHER, METHYL ISOBUTYL KETONE, N-BUTYL ALCOHOL, CYCLOHEXANONE, AND 
METHANOL; ALL SPENT SOLVENT MIXTURES/BLENDS CONTAINING, BEFORE USE, ONLY THE ABOVE 
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Order No: 20180313188 


Map Key 


Number of 
Records 


Direction 


Distance 
(mi/ft) 


Elev/Diff Site 


SPENT NONHALOGENATED SOLVENTS; AND ALL SPENT SOLVENT MIXTURES/BLENDS CONTAINING, 
BEFORE USE, ONE OR MORE OF THE ABOVE NONHALOGENATED SOLVENTS, AND A TOTAL OF TEN 


PERCENT OR MORE (BY VOLUME) OF ONE OR MORE OF THOSE SOLVENTS LISTED IN F001, F002, F004, 


AND F005; AND STILL BOTTOMS FROM THE RECOVERY OF THESE SPENT SOLVENTS AND SPENT 


SOLVENT MIXTURES. 


Haz Waste Cd Owner: HQ Source Type: N 

Haz Waste Cd: DOo01 Code Type: D 

BR Waste Code Active Status: Yes 

Waste Code Active Status: Yes 

Waste Code Desc: IGNITABLE WASTE 

Owner/Operator Details 

Owner/Operator Ind: CP Country: 

Name: OPERNAME Zip Code: 99999 

Street No: Phone: 215-555-1212 

Street 1: OPERSTREET Type: P 

Street 2: Date Became Current: 

City: OPERCITY Date Ended Current: 

State: AK 

Source Type: N 

Owner/Operator Ind: co Country: 

Name: GOODYEAR T & R CO Zip Code: 99999 

Street No: Phone: 215-555-1212 

Street 1: OWNERSTREET Type: P 

Street 2: Date Became Current: 

City: OWNERCITY Date Ended Current: 

State: AK 

Source Type: N 

15 2 of 2 NW 0.24 / 33.54 / GOODYEAR ASC #6065 UST 
1,290.15 1101 North Main Street 
Suffolk VA 23434 

Facility ID: 5016597 Region: TRO 

CEDS Facility ID: 200000065322 Parent Region: Tidewater 

Facility Active: No Facility Addr 1: 1101 North Main Street 

Federally Regulated: Yes Facility Addr 2: 

Active UST: 0 City: Suffolk 

Inactive UST: 1 Facility Location: 

Active AST: 0 County: Suffolk City 

Inactive AST: 0 State: VA 

Facility Type: COMMERCIAL Latitude: 36.7491479985 

Facility Name: GOODYEAR ASC #6065 Longitude: -76.5833340051 

Tank Details 

Tank Owner ID: 31184 Install Date: 4/17/1969 

Tank No: R1 Date Closed: 12/18/1996 

Tank Status: REM FROM GRD Capacity: 550 

Tank Type: UST Contents: USED OIL 

Fed Regulated Tank: Y Other Contents: 

Tank Materials 

Asphalt/Bare Steel: Yes Impressed Current: No 

CCP/STI-P3: No Polyethy! Jacket: No 

Composite: No Concrete: No 

Fiberglass: No Excavation Liner: No 

Lined Interior: No Secondary Contain: No 

Double Walled: No Repaired: No 

Other: No Unknown: No 

Other Specify: Note: 
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Map Key Number of Direction Elev/Diff Site DB 
Records 

Pipe Materials 

Piping Type: GRAVITY Double Walled: No 

Asphalt/Bare Steel: Yes Polyflexible: No 

Galvanized Steel: No Unknown: No 

Fiberglass: No Secondary Contain: No 

Copper: No Other: No 

Cathodic Protected: No Other Specify: 

Repaired: No Note: 

Impressed Current: 

Tank/Pipe Release Detection 

Manual Gauging: No Overfill Spec: 

Tank RD Tight Test: No Pipe RD MTG: No 

Inventory Controls: No Pipe RD ATG: 

Tank RD ATG: No Pipe RD GW Monitor: No 

Tank RD Vapor Mntr: No Pipe RD Vapor Mntr: No 

Tank RD GW Monitor: No Pipe IM Db! Wall: No 

Tnk RD IM DbI Wall: No Pipe IM Sec Cont: No 

Tnk RD IM Sec Cont: No Pipe RD ALLD: No 

Tank RD SIR: No Pipe RD Tight Test: No 

Tank RD Leak Defer: No Pipe RD SIR: No 

Tank RD Other: No Pipe RD Leak Defer: 

Tank RD Other Spec: Pipe RD Other: No 

Spl Device Install: No Pipe RD Other Spec: 

Overfill Dev Inst: No Note: 

Overfill Type: 

Owner 

Tank Owner ID: 31184 Owner Name: Goodyear Tire & Rubber Company 

No of Active AST: 0 Owner Address 1: 1144 E Market St 

No of Active UST: 0 Owner Address 2: 

No of Inactive AST: 0 Owner City: Akron 

No of Inactive UST: 1 Owner State: OH 

Federal Regulated: D4 Owner Zip 5: 44316 

Region: TRO Owner Zip 4: 1 

Name: GOODYEAR ASC #6065 Owner Type: COMMERCIAL 

16 1 of 1 NW 34.98 / Pruden Packing Property LST 

1201 N Main St 
Suffolk VA 23434 

PC No: 20055101 Heat Oil Category: Category 1 

CEDS Fac ID: 200000218480 Exmpt1 UST2: No 

Case Siatus: Closed Exmpit2 Ht Oil UST2: Yes 

Case Closed Date: 2/1/2005 Small Ht Oil AST2: No 

Fed Regulated UST?: —No Regulated AST3: No 

Program: RP Lead Unregulated AST3: No 

Release Reported: 12/10/2004 Other Tank Type?: No 

Reg Petrol UST1: No Oth Tank Type Desc: 

Excluded UST1: No Unknown Tank Type?: No 

Deferred UST1: No County: Suffolk City 

Partial Defer UST1: No Region: TRO 

7 1 of 1 Ww 20.08 / Hardee Residence LST 

708 Dumville Ave 
Suffolk VA 23434 

PC No: 20155109 Heat Oil Category: Category 2 

CEDS Fac ID: 200000879391 Exmpt1 UST2: No 


erisinfo.com | Environmental Risk Information Services 


Order No: 20180313188 


Map Key Number of Direction Distance Elev/Diff Site DB 
Records (mi/ft) (ft) 
Case Siatus: Closed Exmpt2 Ht Oil UST2: Yes 
Case Closed Date: 6/15/2015 Small Ht Oil AST2: No 
Fed Regulated UST?: —No Regulated AST3: No 
Program: RP Lead Unregulated AST3: No 
Release Reported: 11/20/2014 Other Tank Type?: No 
Reg Petrol UST1: No Oth Tank Type Desc: 
Excluded UST1: No Unknown Tank Type?: No 
Deferred UST1: No County: Suffolk City 
Partial Defer UST1: No Region: TRO 
18 1 of 1 Ww 0.36 / 24.10 / Robb Arthur Residence 
= 1,916.79 22 410 Eley St LST 
Suffolk VA 23434 
PC No: 20055168 Heat Oil Category: Category 3 
CEDS Fac ID: 20000022091 1 Exmpt1 UST2: No 
Case Siatus: Closed Exmpit2 Ht Oil UST2: Yes 
Case Closed Date: 5/1/2013 Small Ht Oil AST2: No 
Fed Regulated UST?: —No Regulated AST3: No 
Program: RP Lead Unregulated AST3: No 
Release Reported: 4/25/2005 Other Tank Type?: No 
Reg Petrol UST1: No Oth Tank Type Desc: 
Excluded UST1: No Unknown Tank Type?: No 
Deferred UST1: No County: Suffolk City 
Partial Defer UST1: No Region: TRO 
19 1 of 1 NNW 0.37 / 38.94 / KLS Development Property LST 
1,976.56 37 1217 N Main St 
Suffolk VA 23434 
PC No: 20125164 Heat Oil Category: Category 3 
CEDS Fac ID: 200000857669 Exmpt1 UST2: No 
Case Siatus: Closed Exmpt2 Ht Oil UST2: Yes 
Case Closed Date: 7/19/2012 Small Ht Oil AST2: No 
Fed Regulated UST?: —No Regulated AST3: No 
Program: RP Lead Unregulated AST3: No 
Release Reported: 6/29/2012 Other Tank Type?: No 
Reg Petrol UST1: No Oth Tank Type Desc: 
Excluded UST1: No Unknown Tank Type?: No 
Deferred UST1: No County: Suffolk City 
Partial Defer UST1: No Region: TRO 
20 1 of 1 wsw 0.41/ 44.98 / 2016-09 TS Julia Young Erin LST 
2,161.93 43 Residence 
321 Western Ave 
Suffolk VA 23434 
PC No: 20175080 Heat Oil Category: Category 3 
CEDS Fac ID: 200000883446 Exmpt1 UST2: No 
Case Siatus: Closed Exmpit2 Ht Oil UST2: Yes 
Case Closed Date: 1/18/2017 Small Ht Oil AST2: No 
Fed Regulated UST?: No Regulated AST3: No 
Program: RP Lead Unregulated AST3: No 
Release Reported: 10/4/2016 Other Tank Type?: No 
Reg Petrol UST1: No Oth Tank Type Desc: 
Excluded UST1: No Unknown Tank Type?: No 
Deferred UST1: No County: Suffolk City 
Partial Defer UST1: No Region: TRO 
24 1 of 1 wsw 0.44 / 45.56 / GILL RESIDENCE - Hurricane LST 
= 2,305.46 43 405 Western Avenue 
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Map Key Number of Direction Distance Elev/Diff Site DB 
Records (mi/ft) (ft) 
Suffolk VA 23434 

PC No: 20005115 Heat Oil Category: Category 2 
CEDS Fac ID: 200000191326 Exmpt1 UST2: No 
Case Siatus: Closed Exmpit2 Ht Oil UST2: Yes 
Case Closed Date: 5/10/2000 Small Ht Oil AST2: No 
Fed Regulated UST?: No Regulated AST3: No 
Program: RP Lead Unregulated AST3: No 
Release Reported: 11/1/1999 Other Tank Type?: No 
Reg Petrol UST1: No Oth Tank Type Desc: 
Excluded UST1: No Unknown Tank Type?: No 
Deferred UST1: No County: Suffolk City 
Partial Defer UST1: No Region: TRO 

22 1of5 Ss 0.45 / 32.40 / CSX TRANSPORTATION 

= 2,367.41 30 HILL STREET CaaS 

SUFFOLK VA 23434 Rear 

Site ID: 302832 Site FIPS Code: 51800 
Site EPA ID: VAD981937931 Region Code: 3 
Site Parent ID: Site Cong. Dist. Code: 4 
Site County Name: SUFFOLK CITY Federal Facility: 
Parent Site Name: 
CERCLIS-NFRAP Assess History 
OU ID: 0 Act Start Date: 
Act Code ID: 1 Act Complete Date: 5/4/1987 
RAT Code: DS AGT Order No.: 10 
RAT Short Name: DISCVRY SH OU: 
RAT Name: DISCOVERY SH Code: 
RAT Hist. Only Flag: SH Seq: 
RAT NSI Indicator: B SH Start Date: 
RAT Level: 1 SH Complete Date: 
RAT DEF OU: 00 SH Lead: 
RFBS Code: SH Qual: 
SPA Code: 13 RAQ Act. Qual Short: 
RALT Short Name: EPA Fund RNPL Status Code: N 
RAT Def: The process by which a potential hazardous waste site is brought to the attention of the EPA. The process can 


occur through the use of several mechanisms such as a phone call or referral by another government agency. 


RNON NPL Status Desc: NFRAP-Site does not qualify for the NPL based on existing information 


CERCLIS-NFRAP Assess History 


OU ID: 0 Act Start Date: 

Act Code ID: 1 Act Complete Date: 3/29/1989 
RAT Code: PA AGT Order No.: 130 

RAT Short Name: PA SH OU: 

RAT Name: PRELIMINARY ASSESSMENT SH Code: 

RAT Hist. Only Flag: SH Seq: 

RAT NSI Indicator: B SH Start Date: 

RAT Level: 1 SH Complete Date: 

RAT DEF OU: 00 SH Lead: 

RFBS Code: P SH Qual: 

SPA Code: 13 RAQ Act. Qual Short: _ Low priority 
RALT Short Name: State (Fund) RNPL Status Code: N 

RAT Def: Collection of diverse existing information about the source and nature of the site hazard. It is EPA policy to 


complete the preliminary assessment within one year of site discovery. 


RNON NPL Status Desc: 


CERCLIS-NFRAP Assess History 


OU ID: 0 


NFRAP-Site does not qualify for the NPL based on existing information 


Act Start Date: 6/19/1990 
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Map Key Number of Direction Distance 
Records (mi/ft) 

Act Code ID: 1 

RAT Code: Sl 

RAT Short Name: Sl 

RAT Name: SITE INSPECTION 

RAT Hist. Only Flag: 

RAT NSI Indicator: B 

RAT Level: 1 

RAT DEF OU: 00 

RFBS Code: P 

SPA Code: 13 

RALT Short Name: State (Fund) 

RAT Def: 


RNON NPL Status Desc: 


CERCLIS-NFRAP Assess History 


Elev/Diff 


(ft) 


Site 


Act Complete Date: 
AGT Order No.: 

SH OU: 

SH Code: 

SH Seq: 

SH Start Date: 

SH Complete Date: 
SH Lead: 

SH Qual: 

RAQ Act. Qual Short: 
RNPL Status Code: 


DB 


2/8/1991 
160 


NFRAP 
N 


The process of collecting site data and samples to characterize the severity of the hazard for the hazard ranking 
score and/or enforcement support. 
NFRAP-Site does not qualify for the NPL based on existing information 


OU ID: 0 Act Start Date: 

Act Code ID: 1 Act Complete Date: 2/8/1991 
RAT Code: VS AGT Order No.: 1500 
RAT Short Name: ARCH SITE SH OU: 

RAT Name: ARCHIVE SITE SH Code: 

RAT Hist. Only Flag: SH Seq: 

RAT NSI Indicator: B SH Start Date: 

RAT Level: 1 SH Complete Date: 

RAT DEF OU: 00 SH Lead: 

RFBS Code: SH Qual: 

SPA Code: 13 RAQ Act. Qual Short: 

RALT Short Name: EPA In-House RNPL Status Code: N 
RAT Def: The decision is made that no further activity is planned at the site. 


RNON NPL Status Desc: NFRAP-Site does not qualify for the NPL based on existing information 


22 2o0f5 Ss 0.45 / 32.40 / SUFFOLK TOWN GAS 
= 2,367.41 30 HILL ST CERES 
SUFFOLK VA 23434 NFRAP 
Site ID: 302721 Site FIPS Code: 51800 
Site EPA ID: VAD980693030 Region Code: 3 
Site Parent ID: Site Cong. Dist. Code: 4 
Site County Name: SUFFOLK CITY Federal Facility: 
Parent Site Name: 
CERCLIS-NFRAP Assess History 
OU ID: 0 Act Start Date: 
Act Code ID: 1 Act Complete Date: 10/1/1982 
RAT Code: DS AGT Order No.: 10 
RAT Short Name: DISCVRY SH OU: 
RAT Name: DISCOVERY SH Code: 
RAT Hist. Only Flag: SH Seq: 
RAT NSI Indicator: B SH Start Date: 
RAT Level: 1 SH Complete Date: 
RAT DEF OU: 00 SH Lead: 
RFBS Code: SH Qual: 
SPA Code: 13 RAQ Act. Qual Short: 
RALT Short Name: EPA Fund RNPL Status Code: N 
RAT Def: The process by which a potential hazardous waste site is brought to the attention of the EPA. The process can 


occur through the use of several mechanisms such as a phone call or referral by another government agency. 


RNON NPL Status Desc: 


CERCLIS-NFRAP Assess History 


OU ID: 0 
Act Code ID: 1 
RAT Code: Sl 


Act Start Date: 
Act Complete Date: 


AGT Order No.: 


NFRAP-Site does not qualify for the NPL based on existing information 


4/30/1985 
6/10/1985 
160 
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Map Key Number of Direction Distance 


Elev/Diff Site DB 


Records (mi/ft) 
RAT Short Name: Sl SH OU: 
RAT Name: SITE INSPECTION SH Code: 
RAT Hist. Only Flag: SH Seq: 
RAT NSI Indicator: B SH Start Date: 
RAT Level: 1 SH Complete Date: 
RAT DEF OU: 00 SH Lead: 
RFBS Code: P SH Qual: 
SPA Code: 13 RAQ Act. Qual Short: —_ Low priority 
RALT Short Name: EPA Fund RNPL Status Code: N 


RAT Def: 


RNON NPL Status Desc: 


The process of collecting site data and samples to characterize the severity of the hazard for the hazard ranking 
score and/or enforcement support. 
NFRAP-Site does not qualify for the NPL based on existing information 


CERCLIS-NFRAP Assess History 


OU ID: 0 Act Start Date: 

Act Code ID: 1 Act Complete Date: 7/25/2013 
RAT Code: VS AGT Order No.: 1500 
RAT Short Name: ARCH SITE SH OU: 

RAT Name: ARCHIVE SITE SH Code: 

RAT Hist. Only Flag: SH Seq: 

RAT NSI Indicator: B SH Start Date: 

RAT Level: 1 SH Complete Date: 

RAT DEF OU: 00 SH Lead: 

RFBS Code: SH Qual: 

SPA Code: 13 RAQ Act. Qual Short: 

RALT Short Name: EPA In-House RNPL Status Code: N 
RAT Def: The decision is made that no further activity is planned at the site. 


RNON NPL Status Desc: 


CERCLIS-NFRAP Assess History 


NFRAP-Site does not qualify for the NPL based on existing information 


OU ID: 0 Act Start Date: 10/1/2012 
Act Code ID: 1 Act Complete Date: 7/25/2013 
RAT Code: OO AGT Order No.: 162 

RAT Short Name: SITE REASS SH OU: 

RAT Name: SITE REASSESSMENT SH Code: 

RAT Hist. Only Flag: SH Seq: 

RAT NSI Indicator: B SH Start Date: 

RAT Level: 1 SH Complete Date: 

RAT DEF OU: 00 SH Lead: 

RFBS Code: SH Qual: 

SPA Code: 13 RAQ Act. Qual Short: | NFRAP 
RALT Short Name: EPA Fund RNPL Status Code: N 

RAT Def: Superfund is expending extramural resources to determine/update the status of site assessment activities at a site 


or site conditions have changed and the Region needs to update and possibly reassess a previously made 


decision. 
RNON NPL Status Desc: 


CERCLIS-NFRAP Assess History 


NFRAP-Site does not qualify for the NPL based on existing information 


OU ID: 0 Act Start Date: 

Act Code ID: 1 Act Complete Date: 3/1/1983 
RAT Code: PA AGT Order No.: 130 

RAT Short Name: PA SH OU: 

RAT Name: PRELIMINARY ASSESSMENT SH Code: 

RAT Hist. Only Flag: SH Seq: 

RAT NSI Indicator: B SH Start Date: 

RAT Level: 1 SH Complete Date: 

RAT DEF OU: 00 SH Lead: 

RFBS Code: P SH Qual: 

SPA Code: 13 RAQ Act. Qual Short: Low priority 
RALT Short Name: EPA Fund RNPL Status Code: N 

RAT Def: Collection of diverse existing information about the source and nature of the site hazard. It is EPA policy to 


RNON NPL Status Desc: 


complete the preliminary assessment within one year of site discovery. 
NFRAP-Site does not qualify for the NPL based on existing information 
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Map Key Number of Direction Distance Elev/Diff Site DB 
Records (mi/ft) (ft) 
22 3 of 5 Ss 0.45 / 32.40 / SUFFOLK TOWN GAS — SEMS 
2,367.41 30 HILL ST ARCHIVE 
SUFFOLK VA 23434 
Site ID: 0302721 FIPS Code: 51800 
EPA ID: VAD980693030 Cong District: 04 
NPL: Not on the NPL County: SUFFOLK CITY 
Federal Facility: No Region: 03 
Non NPL Status: NFRAP-Site does not qualify for the NPL based on existing information 
Action Information 
Operable Units: 00 Start Actual: 10/01/1982 
Action Code: DS Finish Actual: 10/01/1982 
Action Name: DISCVRY Qual: 
SEQ: 1 Curr Action Lead: EPA Perf 
Operable Units: 00 Start Actual: 10/01/2012 
Action Code: OO Finish Actual: 07/25/2013 
Action Name: SITE REASS Qual: N 
SEQ: 1 Curr Action Lead: EPA Perf 
Operable Units: 00 Start Actual: 
Action Code: PA Finish Actual: 03/01/1983 
Action Name: PA Qual: L 
SEQ: 1 Curr Action Lead: EPA Perf 
Operable Units: 00 Start Actual: 
Action Code: VS Finish Actual: 07/25/2013 
Action Name: ARCH SITE Qual: 
SEQ: 1 Curr Action Lead: EPA Perf In-Hse 
Operable Units: 00 Start Actual: 04/30/1985 
Action Code: Sl Finish Actual: 06/10/1985 
Action Name: Sl Qual: L 
SEQ: 1 Curr Action Lead: EPA Perf 
22 4o0f5 Ss 0.45 / 32.40 / CSX TRANSPORTATION _ SEMS 
2,367.41 30 HILL STREET 
SUFFOLK VA 23434 ARCHIVE 
Site ID: 0302832 FIPS Code: 51800 
EPA ID: VAD981937931 Cong District: 04 
NPL: Not on the NPL County: SUFFOLK CITY 
Federal Facility: No Region: 03 
Non NPL Status: NFRAP-Site does not qualify for the NPL based on existing information 


Action Information 


Operable Units: 
Action Code: 
Action Name: 
SEQ: 


Operable Units: 
Action Code: 
Action Name: 
SEQ: 


Operable Units: 
Action Code: 
Action Name: 
SEQ: 


00 Start Actual: 

VS Finish Actual: 
ARCH SITE Qual: 

1 Curr Action Lead: 
00 Start Actual: 

DS Finish Actual: 
DISCVRY Qual: 

1 Curr Action Lead: 
00 Start Actual: 

PA Finish Actual: 

PA Qual: 

1 Curr Action Lead: 


02/08/1991 


EPA Perf In-Hse 


05/04/1987 
05/04/1987 


EPA Perf 


03/29/1989 


L 
St Perf 
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Map Key 


Operable Units: 
Action Code: 
Action Name: 
SEQ: 


22 5 of5 


VRP No: 
Facility Status: 
Site Type: 
Size Acres: 
VRP95 Stat: 
VRP95 Stat2: 
Soil Metal: 
Soil Org: 

GW Metal: 
GW Org: 
Case Mgr: 
Clean Stds: 
NFA VRP: 
NFA to PRP: 
Cert Date: 
Deed Rec: 
NFAVFP Des: 
Elig RP: 

Elig Reg: 
Elig OWP: 
Elig VRP: 
Agrmnt Sub: 
Agrmnt Exe: 
Fee Amt: 

Fee Pd Date: 
Inspect Date: 
GW Use: 

Res Res: 

EX Res: 

Sub 1 Date: 
Sub 2 Date: 
Sub 3 Date: 
Sub 4 Date: 
Sub 5 Date: 
Sub 6 Date: 
Sub 7 Date: 
Sub 8 Date: 
Sub 1 Titl: 
Sub 2 Titl: 
Sub 3 Titl: 
Sub 4 Titl: 
Sub 5 Titl: 
Sub 6 Titl: 
Sub 7 Titl: 
Sub 8 Titl: 
Add Parts: 
CA Desc: 
LST Act Dt: 
LST Act Des: 
GPS Lat: 
GPS Lon: 
GPS Desc: 
Owner Name: 
Owner POC: 
Owner POC AD: 
Owner POC PH: 
Oper Name: 
Oper POC: 


Number of 
Records 


Distance 
(mi/ft) 


Direction 


00 
Sl 
Sl 
1 


Ss 0.45 / 
2,367.41 


VRP00126 
Active Sites 
MGP 


Archive 
Referred to VWCB by SCP 


KPM 


Referred to VWCB by SCP 


FALSE 
FALSE 
FALSE 


11/22/1993 


Elev/Diff Site 
(ft) 


Start Actual: 
Finish Actual: 
Qual: 

Curr Action Lead: 


06/19/1990 
02/08/1991 
N 

St Perf 


32.40 / Suffolk Gas Corporation, Hill 


Street Plant 
Hill Street 
Suffolk VA 


SC Sub No: 
SC CCR: 

RA Sub No: 
RA WP CCR: 
CR Sub No: 
Comp R CCR: 
RSPS in No: 
CERCLIS No: 
RCRA No: 
Pol Cmp No: 
Next Step: 
PNDG Since: 
Due by: 
Unres: 
Other Cond: 
BF Tax: 

Site County: 
DEQ Region: 
Lat: 

Lon: 

Geo Lat: 
Geo Lon: 

RP Name: 
Rel to Sit: 
RP POC: 

RP Phone: 
RP Title: 

RP Atffilia: 
RP Address: 
FP City: 

FP State: 

RP Zip: 

REP Name: 
REP Phone: 
REP Title: 
REP Affili: 
REP Address: 


FALSE 
FALSE 


Tidewater 
Tidewater 


0 
Suffolk Gas Corporation 


Water confirmed accepting site from SCP in 91, but recommend VRP take it back. 


0 
0 


VRP 


DB 
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Map Key Number of Direction Distance Elev/Diff Site DB 
Records (mi/ft) (ft) 

Oper PH: a 

Elig Notes: 

Notes: 


Former Manufactured Gas Plant. SCP referred site to WCB in 91 when SCP was dissolved. In 11/22/93 response to VRP inquiry, Water had up to that 
point taken no action and had no plans to take action, and recommends VRP take site back. 


23 1 of 1 SSE 0.46 / 40.09 / Red Barn Food Store 106 East 
— 2,411.58 38 Pinner Street DEES TES 
106 E Pinner St — 
Suffolk VA 23434-3826 
PC No: 20005036 Heat Oil Category: 
CEDS Fac ID: 200000089944 Exmpt1 UST2: N 
Case Siatus: Closed Exmpi2 Ht Oil UST2: 
Case Closed Date: 24-Mar-00 Small Ht Oil AST2: N 
Fed Regulated UST?: Y Regulated AST3: N 
Program: RP Lead Unregulated AST3: N 
Release Reported: 18-Aug-99 Other Tank Type?: N 
Reg Petrol UST1: N Oth Tank Type Desc: 
Excluded UST1: N Unknown Tank Type?: N 
Deferred UST1: N County: Suffolk City 
Partial Defer UST1: N Region: TRO 
Case Manager: Joseph P Fly State: VA 
Release Status: Suspected Exempt UST 2: N 
Phase: RR Description: Release Reported 
Original Source: LST 
Record Date: Jul 2013 
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Unplottable Summary 


Total: 24 Unplottable sites 


DB Company Name/Site 
Name 


CERCLIS NFRAP HOLLAND 


ENTERPRISES 


ERNS 


ERNS 


ERNS 


ERNS 


ERNS 


ERNS 


ERNS 


ERNS 


ERNS 


ERNS 


Address 


NANSEMOND PKWY 


MAIN STREET 


MAIN ST 


RT 58 


ROUTE 10 5 MILES FROM HWY 
58 


ROUTE 58 AT GODWIN BLVD 


CONSTANCE WARF ON NORTH 
MAINE 


CONSTANCE ROAD 


INTERCHANGE OF HIGHWAY 460 
& 58 NEAR SUFFOLK, VA 


HWY 58 


EXIT RAMP OFF RT 460 ONTO RT 
58E UP TO,BOWERS HILL 


City 


SUFFOLK VA 


SUFFOLK VA 


SUFFOLK VA 


SUFFOLK VA 


SUFFOLK VA 


SUFFOLK VA 


SUFFOLK VA 


SUFFOLK VA 


SUFFOLK VA 


SUFFOLK VA 


SUFFOLK VA 


Zip ERIS ID 


23434 805492269 


807164673 


806948587 


23434 807109515 


806848813 


825388673 


807128518 


807178133 


807145566 


807012881 


806938598 
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ERNS 


FINDS/FRS PARKER OIL COMPANY 
- SUFFOLK 

HMIRS 

HMIRS 


RCRA NON GEN SHERWIN-WILLIAMS 


CO THE 


RCRA NON GEN CHILTON RADIATOR 


SERVICE INC 


SEMS ARCHIVE HOLLAND 


ENTERPRISES 


SPILLS US 58 - Dust and road 
dirt 

SPILLS Gasoline Spill 

SPILLS Diesel Fuel - TTA 

SPILLS Route 460 (Eastbound) 5 
miles W of Route 58 

UST CHUCKATUCK AMOCO 

UST RE BUTLERS STORE 


CRNR OF MAIN AND SUFFOLK VA 
CONSTANCE 

JUNCTION ROUTE 58 & BYPASS SUFFOLK VA 
58 

US 58 SUFFOLK VA 
ROUTE 58 SUFFOLK VA 
SUFFOLK PLAZA HWY 460 SUFFOLK VA 
308 NORFOLK & WESTERN AVE SUFFOLK VA 
NANSEMOND PKWY SUFFOLK VA 
US 58 Suffolk VA 


IR No | Status | Closure Date: 2014-T-2200 | Closed | 2/14/2014 


HWY 58 E of RT10 Suffolk VA 


IR No | Status | Closure Date: 2015-T-2508 | Closed | 7/29/2015 


SR 10 AT US 58 Suffolk VA 


IR No | Status | Closure Date: 2015-P-1183 | Closed | 12/3/2014 


US 460 Suffolk VA 


IR No | Status | Closure Date: 2017-T-1965 | Closed | 1/30/2017 


Rt 10 Suffolk VA 


Facility ID | Facility Active | Active UST | Inactive UST: 5018986 | | | 


Tank No | Tank Status: 2 | CLS IN GRD, 1 | CLS IN GRD 


Rt. 10 Suffolk VA 


23510 807088642 
234340000 817195164 
818374593 
818315661 
23435 810164498 
23434 862164615 
23434 828855279 
822752163 
825962166 
822750076 
858760608 
23436 811816107 
23434 811826935 


Facility ID | Facility Active | Active UST | Inactive UST: 5023024 | | | 
Tank No | Tank Status: 4 | REM FROM GRD, 1 | REM FROM GRD, 5 | REM FROM 


GRD, 2 | REM FROM GRD, 3 | REM FROM GRD 
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Unplottable Report 


Site: | HOLLAND ENTERPRISES 
NANSEMOND PKWY SUFFOLK VA 23434 


Site ID: 

Site EPA ID: 

Site Parent ID: 
Site County Name: 
Parent Site Name: 


302652 
VAD980539399 


SUFFOLK CITY 


CERCLIS-NFRAP Assess History 


OU ID: 

Act Code ID: 

RAT Code: 

RAT Short Name: 
RAT Name: 

RAT Hist. Only Flag: 
RAT NSI Indicator: 
RAT Level: 

RAT DEF OU: 
RFBS Code: 

SPA Code: 

RALT Short Name: 
RAT Def: 


RNON NPL Status Desc: 


0 

1 

DS 
DISCVRY 
DISCOVERY 


B 
1 
00 


13 
EPA Fund 


Site FIPS Code: 
Region Code: 


Site Cong. Dist. Code: 


Federal Facility: 


Act Start Date: 

Act Complete Date: 
AGT Order No.: 

SH OU: 

SH Code: 

SH Seq: 

SH Start Date: 

SH Complete Date: 
SH Lead: 

SH Qual: 

RAQ Act. Qual Short: 
RNPL Status Code: 


CERCLIS NFRAP ° 


51800 


6/1/1981 
10 


N 


The process by which a potential hazardous waste site is brought to the attention of the EPA. The process can 
occur through the use of several mechanisms such as a phone call or referral by another government agency. 
NFRAP-Site does not qualify for the NPL based on existing information 


CERCLIS-NFRAP Assess History 


Act Start Date: 

Act Complete Date: 
AGT Order No.: 

SH OU: 

SH Code: 

SH Seq: 

SH Start Date: 

SH Complete Date: 
SH Lead: 

SH Qual: 

RAQ Act. Qual Short: 
RNPL Status Code: 


9/1/1984 
1500 


N 


OU ID: 0 

Act Code ID: 1 

RAT Code: VS 

RAT Short Name: ARCH SITE 
RAT Name: ARCHIVE SITE 
RAT Hist. Only Flag: 

RAT NSI Indicator: B 

RAT Level: 1 

RAT DEF OU: 00 

RFBS Code: 

SPA Code: 13 

RALT Short Name: EPA In-House 
RAT Def: 


RNON NPL Status Desc: 


CERCLIS-NFRAP Assess History 


The decision is made that no further activity is planned at the site. 
NFRAP-Site does not qualify for the NPL based on existing information 


3/10/1992 
4/29/1992 


Act Start Date: 


REMOVAL ASSESSMENT 


OU ID: 0 

Act Code ID: 1 

RAT Code: RS 

RAT Short Name: RV ASSESS 
RAT Name: 

RAT Hist. Only Flag: 

RAT NSI Indicator: B 

RAT Level: 1 

RAT DEF OU: 00 

RFBS Code: Vv 

SPA Code: 08 

RALT Short Name: EPA Fund 
RAT Def: 


Act Complete Date: 
AGT Order No.: 

SH OU: 

SH Code: 

SH Seq: 

SH Start Date: 

SH Complete Date: 
SH Lead: 

SH Qual: 

RAQ Act. Qual Short: 
RNPL Status Code: 


30 


N 


Collecting site characteristics to determine whether or not a removal must be performed. 
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RNON NPL Status Desc: 


CERCLIS-NFRAP Assess History 


NFRAP-Site does not qualify for the NPL based on existing information 


Act Start Date: 8/1/1984 
Act Complete Date: 9/1/1984 
AGT Order No.: 130 

SH OU: 

SH Code: 

SH Seq: 

SH Start Date: 

SH Complete Date: 

SH Lead: 

SH Qual: 

RAQ Act. Qual Short: NFRAP 


OU ID: 0 

Act Code ID: 1 

RAT Code: PA 

RAT Short Name: PA 

RAT Name: PRELIMINARY ASSESSMENT 
RAT Hist. Only Flag: 

RAT NSI Indicator: B 

RAT Level: 1 

RAT DEF OU: 00 

RFBS Code: P 

SPA Code: 13 

RALT Short Name: State (Fund) 


RAT Def: 


RNPL Status Code: 


N 


Collection of diverse existing information about the source and nature of the site hazard. It is EPA policy to 


complete the preliminary assessment within one year of site discovery. 


RNON NPL Status Desc: NFRAP-Site does not qualify for the NPL based on existing information 


Site: 
MAIN STREET SUFFOLK VA RNS 
NRC Report No: 795534 Direction From City: 
Type of Incident: RAILROAD Lat Quad: 
Incident Cause: EQUIPMENT FAILURE Long Quad: 
Incident Date: 4/28/2006 12:20:00 PM Location Section: 
Incident Location: MAIN STREET Location Township: 
Incident Dig: OCCURRED Location Range: 


Distance From City: 
Distance Units: 


Description of Incident: 


Material Spill Information 


Chris Code: 

CAS No: 

UN No: 

Amount of Material: 
Unit of Measure: 


Calls Information 


Date Time Received: 
Date Time Complete: 
Call Type: 
Responsible 
Company: 
Responsible ORG 
Type: 


Incidents Information 


Aircraft Type: 

Aircraft Model: 
Aircraft ID: 

Aircraft Fuel Capacity: 


Potential Flag: 
Year: 


Calendar Year 2006 


REPORTING A RELEASE OF MATERIALS ONTO THE BALLAST FROM A RAIL CAR DUE TO EQUIPMENT 


FAILURE. 


NCC 
000000-00-0 


500 
POUND(S) 


4/28/2006 8:57:41 PM 
4/28/2006 9:02:23 PM 
INC 


UNKNOWN 


Aircraft Fuel Capacity Units: 


Aircraft Fuel on Board: 
Aircraft Fuel OB Units: 
Aircraft Spot No: 
Aircraft Hanger: 
Aircraft Runway No: 
Road Mile Marker: 
Building ID: 

Type of Fixed Object: 


Name of Material: 
If Reached Water: 
Amount in Water: 
Unit Reach Water: 


Responsible City: 
Responsible State: 
Responsible Zip: 
On Behalf of: 


Source: 


POLYSTYRENE 
NO 


XX 


TELEPHONE 
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Power Generating Facility: U 
Generating Capacity: 


Type of Fuel: 

NPDES: 

NPDES Compliance: U 
Pipeline Type: 

DOT Regulated: U 
Pipeline Above Ground: ABOVE 
Exposed Underwater: N 
Pipeline Covered: U 
Railroad Hotline: 

Grade Crossing: N 
Location Subdivision: VIRGINA 
Railroad Milepost: N23.1 


Type Vehicle Involved: 

Crossing Device Type: 

Device Operational: Y 
Dot Crossing No: 

Brake Failure: N 
Description of Tank: 

Tank Above Ground: ABOVE 
Transportable Container: U 
Tank Regulated: U 
Tank Regulated By: 

Tank ID: 

Capacity of Tank: 

Capacity of Tank Units: 

Actual Amount: 

Actual Amount Units: 

Platform Rig Name: 

Platform Letter: 

Location Area ID: 

Location Block ID: 

OCSG No: 

OCSG No: 

State Lease No: 

Pier Dock No: 

Berth Slip No: 

Continuous Release Type: 

Initial Cont Release No: 

Continuous Release Permit: 
Allision: N 
Type of Structure: 

Structure Name: 

Structure Operational: U 
Airbag Deployed: 

Date Time Normal Service: 

Service Disruption Time: 

Service Disruption Units: 

Transit Bus Flag: 

CR Begin Date: 

CR End Date: 

CR Change Date: 

FBI Contact: 

FBI Contact Date Time: 

Sub Part C Testing Req: UNK 
Conductor Testing: 

Engineer Testing: 

Trainman Testing: 

Yard Foreman Testing: 

RCL Operator Testing: 

Brakeman Testing: 

Train Dispatcher Testing: 
Signalman Testing: 

Other Employee Testing: 

Unknown Testing: 


Passenger Handling: 
Passenger Route: XXX 
Passenger Delay: XXX 
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Incident Details Information 


Fire Involved: 

Fire Extinguished: 

Any Evacuations: 
Number Evacuated: 
Who Evacuated: 

Radius Of Evacuation: 
Any Injuries: 

No. Injured: 

No. Hospitalized: 

Any Fatalities: 

No. Fatalities: 

Any Damages: 

Damage Amount: 

Air Corridor Closed: 

Air Corridor Desc: 

Air Closure Time: 
Waterway Closed: 
Waterway Desc: 
Waterway Closure Time: 
Road Closed: 

Road Desc: 

Road Closure Time: 
Closure Direction: 
Major Artery: 

Track Closed: 

Track Desc: 

Track Closure Time: 
Media Interest: 

Medium Desc: 
Additional Medium Info: 
Body of Water: 
Tributary of: 

Nearest River Mile Maker: 
Release Secured: 

Est Duration of Release: 
Release Rate: 

Desc Remedial Action: 
State Agency on Scene: 
State Agency Report No: 
Other Agency Notified: 
Weather Conditions: 
Air Temperature: 

Wind Speed: 

Wind Direction: 


Water Supply Contaminated: 


Sheen Size: 

Sheen Color: 

Direction of Sheen Travel: 
Sheen Odor Description: 
Wave Condition: 
Current Speed: 

Current Direction: 

Water Temperature: 
Track Close Dir: 

EMPL Fatality: 

Pass Fatality: 
Community Impact: 
Wind Speed Unit: 
Employee Injuries: 
Passenger Injuries: 
Occupant Fatality: 
Current Speed Unit: 
Road Closure Units: 
Track Closure Units: 
Sheen Size Units: 
Additional Info: 

State Agency Notified: 
Federal Agency Notified: 
Nearest River Mile Marker: 


Z2CcC2 


NONE 
BALLAST 


CONTRACTOR HAS BEEN HIRED (IMS ) 
NO REPORT# 


CLEAR 
55 


THE CALLER HAD NO ADDITIONAL INFORMATION 
EMS 
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Sheen Size Length: 


Sheen Size Length Units: 


Sheen Size Width: 


Sheen Size Width Units: 


Offshore: N 
Duration Unit: 
Release Rate Unit: 
Release Rate Rate: 
Passengers Transferred: NO 
Site: 
MAIN ST SUFFOLK VA 
NRC Report No: 587153 
Type of Incident: FIXED 
Incident Cause: DUMPING 
Incident Date: 11/28/2001 11:48:00 AM 
Incident Location: BEHIND THE DEALERSHIP AT THE 
MAINTENANCE AREA 
Incident Dig: OCCURRED 


Distance From City: 
Distance Units: 
Description of Incident: 


Material Spill Information 


Chris Code: 

CAS No: 

UN No: 

Amount of Material: 
Unit of Measure: 


Calls Information 


Date Time Received: 
Date Time Complete: 
Call Type: 
Responsible 
Company: 
Responsible ORG 
Type: 


Incidents Information 


Aircraft Type: 

Aircraft Model: 
Aircraft ID: 

Aircraft Fuel Capacity: 


Direction From City: 


Lat Quad: 
Long Quad: 
Location Section: 


Location Township: 


Location Range: 
Potential Flag: 
Year: 


ERNS 


Calendar Year 2001 


THE RESPONSIBLE PARTY HAS BEEN DUMPING USED MOTOR OIL BEHIND THE DEALERSHIP INTO AN 
OPEN DITCH. THE RESPONSIBLE PARTY IS PUMPING OILY WATER FROM THE DITCH INTO THE CREEK. 


OMT 
000000-00-0 


0 
UNKNOWN AMOUNT 


11/28/2001 12:45:06 PM 
11/28/2001 12:50:45 PM 
INC 

BARTON FORD DEALER 


PRIVATE ENTERPRISE 


UNKNOWN 


Aircraft Fuel Capacity Units: 


Aircraft Fuel on Board: 
Aircraft Fuel OB Units: 
Aircraft Spot No: 
Aircraft Hanger: 
Aircraft Runway No: 
Road Mile Marker: 
Building ID: 

Type of Fixed Object: 


UNKNOWN 


Power Generating Facility: N 


Generating Capacity: 
Type of Fuel: 
NPDES: 

NPDES Compliance: 
Pipeline Type: 

DOT Regulated: 


Pipeline Above Ground: 


Exposed Underwater: 
Pipeline Covered: 


Name of Material: 
If Reached Water: 
Amount in Water: 
Unit Reach Water: 


Responsible City: 
Responsible State: 
Responsible Zip: 
On Behalf of: 


Source: 


OIL, MISC: MOTOR 
YES 

0 

UNKNOWN AMOUNT 


SUFFOLK 
VA 


TELEPHONE 
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Railroad Hotline: 

Grade Crossing: N 
Location Subdivision: 

Railroad Milepost: 

Type Vehicle Involved: 

Crossing Device Type: 

Device Operational: Y 
Dot Crossing No: 

Brake Failure: N 
Description of Tank: 

Tank Above Ground: ABOVE 
Transportable Container: U 
Tank Regulated: U 
Tank Regulated By: 

Tank ID: 

Capacity of Tank: 

Capacity of Tank Units: 

Actual Amount: 

Actual Amount Units: 

Platform Rig Name: 

Platform Letter: 

Location Area ID: 

Location Block ID: 

OCSG No: 

OCSG No: 

State Lease No: 

Pier Dock No: 

Berth Slip No: 

Continuous Release Type: 

Initial Cont Release No: 

Continuous Release Permit: 


Allision: N 
Type of Structure: 

Structure Name: 

Structure Operational: U 
Airbag Deployed: 


Date Time Normal Service: 
Service Disruption Time: 
Service Disruption Units: 
Transit Bus Flag: 

CR Begin Date: 

CR End Date: 

CR Change Date: 

FBI Contact: 

FBI Contact Date Time: 
Sub Part C Testing Req: XXX 
Conductor Testing: 
Engineer Testing: 
Trainman Testing: 

Yard Foreman Testing: 
RCL Operator Testing: 
Brakeman Testing: 

Train Dispatcher Testing: 
Signalman Testing: 

Other Employee Testing: 
Unknown Testing: 


Passenger Handling: 
Passenger Route: XXX 
Passenger Delay: XXX 


Incident Details Information 


Fire Involved: 

Fire Extinguished: 
Any Evacuations: 
Number Evacuated: 
Who Evacuated: 
Radius Of Evacuation: 
Any Injuries: N 
No. Injured: 


Z2CcZz 
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No. Hospitalized: 

Any Fatalities: 

No. Fatalities: 

Any Damages: 

Damage Amount: 

Air Corridor Closed: 

Air Corridor Desc: 

Air Closure Time: 
Waterway Closed: 
Waterway Desc: 
Waterway Closure Time: 
Road Closed: 

Road Desc: 

Road Closure Time: 
Closure Direction: 
Major Artery: 

Track Closed: 

Track Desc: 

Track Closure Time: 
Media Interest: 

Medium Desc: 
Additional Medium Info: 
Body of Water: 
Tributary of: 

Nearest River Mile Maker: 
Release Secured: 

Est Duration of Release: 
Release Rate: 

Desc Remedial Action: 
State Agency on Scene: 
State Agency Report No: 
Other Agency Notified: 
Weather Conditions: 
Air Temperature: 

Wind Speed: 

Wind Direction: 


Water Supply Contaminated: 


Sheen Size: 

Sheen Color: 

Direction of Sheen Travel: 
Sheen Odor Description: 
Wave Condition: 
Current Speed: 

Current Direction: 

Water Temperature: 
Track Close Dir: 

EMPL Fatality: 

Pass Fatality: 
Community Impact: 
Wind Speed Unit: 
Employee Injuries: 
Passenger Injuries: 
Occupant Fatality: 
Current Speed Unit: 
Road Closure Units: 
Track Closure Units: 
Sheen Size Units: 
Additional Info: 

State Agency Notified: 
Federal Agency Notified: 
Nearest River Mile Marker: 
Sheen Size Length: 
Sheen Size Length Units: 
Sheen Size Width: 
Sheen Size Width Units: 
Offshore: 

Duration Unit: 

Release Rate Unit: 
Release Rate Rate: 
Passengers Transferred: 


NONE 

WATER 

UNKNOWN CREEK 
UNKNOWN CREEK 


NONE 


UNKNOWN 


CALLER HAD NO ADDITIONAL INFORMATION. 


UNK 
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Site: 


RT 58 SUFFOLK VA 23434 


NRC Report No: 167787 Direction From City: 

Type of Incident: FIXED Lat Quad: 

Incident Cause: DUMPING Long Quad: 

Incident Date: 4/15/1993 5:00:00 PM Location Section: 

Incident Location: Location Township: 

Incident Dtg: DISCOVERED Location Range: 

Distance From City: Potential Flag: 

Distance Units: Year: Calendar Year 1993 


Description of Incident: 


Material Spill Information 


20 ABANDONED 55 GAL DRUMS/UNKNOWN, SUSPECTED DUMPING 


Chris Code: OUN Name of Material: UNKNOWN OIL 

CAS No: If Reached Water: YES 

UN No: Amount in Water: 0 

Amount of Material: 0 Unit Reach Water: UNKNOWN AMOUNT 
Unit of Measure: UNKNOWN AMOUNT 


Calls Information 


-ERNS 


Date Time Received: 4/15/1993 6:49:13 PM Responsible City: SUFFOLK 
Date Time Complete: 4/15/1993 6:55:26 PM Responsible State: VA 

Call Type: INC Responsible Zip: 23434 
Responsible SEAGULL MARINE On Behalf of: 

Company: 

Responsible ORG PRIVATE ENTERPRISE Source: UNAVAILABLE 
Type: 


Incidents Information 


Aircraft Type: UNKNOWN 
Aircraft Model: 

Aircraft ID: 

Aircraft Fuel Capacity: 

Aircraft Fuel Capacity Units: 

Aircraft Fuel on Board: 

Aircraft Fuel OB Units: 


Aircraft Spot No: 

Aircraft Hanger: 

Aircraft Runway No: 

Road Mile Marker: 

Building ID: 

Type of Fixed Object: UNKNOWN 
Power Generating Facility: U 
Generating Capacity: 

Type of Fuel: 

NPDES: 

NPDES Compliance: U 

Pipeline Type: UNKNOWN 
DOT Regulated: U 

Pipeline Above Ground: ABOVE 
Exposed Underwater: U 

Pipeline Covered: U 

Railroad Hotline: No 

Grade Crossing: N 

Location Subdivision: 

Railroad Milepost: UNKNOWN 
Type Vehicle Involved: UNKNOWN 
Crossing Device Type: 

Device Operational: Y 

Dot Crossing No: 

Brake Failure: N 
Description of Tank: 

Tank Above Ground: ABOVE 
Transportable Container: U 
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Tank Regulated: 

Tank Regulated By: 
Tank ID: 

Capacity of Tank: 
Capacity of Tank Units: 
Actual Amount: 

Actual Amount Units: 
Platform Rig Name: 
Platform Letter: 
Location Area ID: 
Location Block ID: 
OCSG No: 

OCSG No: 

State Lease No: 

Pier Dock No: 

Berth Slip No: 
Continuous Release Type: 
Initial Cont Release No: 


Continuous Release Permit: 


Allision: 

Type of Structure: 
Structure Name: 
Structure Operational: 
Airbag Deployed: 

Date Time Normal Service: 
Service Disruption Time: 
Service Disruption Units: 
Transit Bus Flag: 

CR Begin Date: 

CR End Date: 

CR Change Date: 

FBI Contact: 

FBI Contact Date Time: 
Sub Part C Testing Req: 
Conductor Testing: 
Engineer Testing: 
Trainman Testing: 

Yard Foreman Testing: 
RCL Operator Testing: 
Brakeman Testing: 

Train Dispatcher Testing: 
Signalman Testing: 
Other Employee Testing: 
Unknown Testing: 
Passenger Handling: 
Passenger Route: 
Passenger Delay: 


Incident Details Information 


Fire Involved: 

Fire Extinguished: 
Any Evacuations: 
Number Evacuated: 
Who Evacuated: 
Radius Of Evacuation: 
Any Injuries: 

No. Injured: 

No. Hospitalized: 

Any Fatalities: 

No. Fatalities: 

Any Damages: 
Damage Amount: 

Air Corridor Closed: 
Air Corridor Desc: 

Air Closure Time: 
Waterway Closed: 
Waterway Desc: 
Waterway Closure Time: 
Road Closed: 


XXX 


XXX 
XXX 


2CczZz 


N 
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Road Desc: 

Road Closure Time: 
Closure Direction: 
Major Artery: 

Track Closed: 

Track Desc: 

Track Closure Time: 
Media Interest: 

Medium Desc: 
Additional Medium Info: 
Body of Water: 
Tributary of: 

Nearest River Mile Maker: 
Release Secured: 

Est Duration of Release: 
Release Rate: 

Desc Remedial Action: 
State Agency on Scene: 
State Agency Report No: 
Other Agency Notified: 
Weather Conditions: 
Air Temperature: 

Wind Speed: 

Wind Direction: 


Water Supply Contaminated: 


Sheen Size: 

Sheen Color: 
Direction of Sheen Travel: 
Sheen Odor Description: 
Wave Condition: 
Current Speed: 
Current Direction: 
Water Temperature: 
Track Close Dir: 
EMPL Fatality: 

Pass Fatality: 
Community Impact: 
Wind Speed Unit: 
Employee Injuries: 
Passenger Injuries: 
Occupant Fatality: 
Current Speed Unit: 
Road Closure Units: 
Track Closure Units: 
Sheen Size Units: 
Additional Info: 


State Agency Notified: 
Federal Agency Notified: 
Nearest River Mile Marker: 
Sheen Size Length: 
Sheen Size Length Units: 
Sheen Size Width: 

Sheen Size Width Units: 
Offshore: 

Duration Unit: 

Release Rate Unit: 
Release Rate Rate: 
Passengers Transferred: 


WATER 
UNNAMED CREEK 


NONE 


REPORTED SOME OF BARRELS ARE TIPPED OVER AND LEAKING/UNKNOWN WHERETHE BARRELS 
CAME FROM OR EXACTLY WHAT'S IN THEM 


UNK 


Site: 
ROUTE 10 5 MILES FROM HWY 58 SUFFOLK VA 
NRC Report No: 787252 
Type of Incident: MOBILE 
Incident Cause: EQUIPMENT FAILURE 
Incident Date: 2/4/2006 6:30:00 PM 
Incident Location: ROUTE 10 5 MILES FROM HWY 58 
Incident Dig: OCCURRED 


Distance From City: 


Direction From City: 


Lat Quad: 
Long Quad: 
Location Section: 


Location Township: 


Location Range: 
Potential Flag: 


ERNS 
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Distance Units: 
Description of Incident: 


Material Spill Information 


Chris Code: 

CAS No: 

UN No: 

Amount of Material: 
Unit of Measure: 


Calls Information 


Date Time Received: 
Date Time Complete: 
Call Type: 
Responsible 
Company: 
Responsible ORG 
Type: 


Incidents Information 


Aircraft Type: 

Aircraft Model: 
Aircraft ID: 

Aircraft Fuel Capacity: 


Year: 


Calendar Year 2006 


A SMALL BUT UNKNOWN AMOUNT OF DIESEL FUEL HAS SPILLED INTO A DRAINAGE DITCH FROM A 
LEAKING VALVE ON A TANKER TRUCK. 


ODS 
000000-00-0 


0 
UNKNOWN AMOUNT 


2/4/2006 8:32:31 PM 
2/4/2006 8:41:01 PM 
INC 


EAGLE TRANSPORT CORP. 


PRIVATE ENTERPRISE 


Aircraft Fuel Capacity Units: 


Aircraft Fuel on Board: 
Aircraft Fuel OB Units: 
Aircraft Spot No: 
Aircraft Hanger: 
Aircraft Runway No: 
Road Mile Marker: 
Building ID: 

Type of Fixed Object: 


Power Generating Facility: U 


Generating Capacity: 
Type of Fuel: 

NPDES: 

NPDES Compliance: 
Pipeline Type: 

DOT Regulated: 
Pipeline Above Ground: 
Exposed Underwater: 
Pipeline Covered: 
Railroad Hotline: 
Grade Crossing: 
Location Subdivision: 
Railroad Milepost: 
Type Vehicle Involved: 
Crossing Device Type: 
Device Operational: 
Dot Crossing No: 
Brake Failure: 
Description of Tank: 
Tank Above Ground: 


Transportable Container: 


Tank Regulated: 

Tank Regulated By: 
Tank ID: 

Capacity of Tank: 
Capacity of Tank Units: 
Actual Amount: 

Actual Amount Units: 
Platform Rig Name: 
Platform Letter: 


Name of Material: 
If Reached Water: 
Amount in Water: 
Unit Reach Water: 


Responsible City: 


Responsible State: 


Responsible Zip: 
On Behalf of: 


Source: 


OIL: DIESEL 

YES 

0 

UNKNOWN AMOUNT 


NC 


TELEPHONE 
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Location Area ID: 

Location Block ID: 

OCSG No: 

OCSG No: 

State Lease No: 

Pier Dock No: 

Berth Slip No: 

Continuous Release Type: 
Initial Cont Release No: 
Continuous Release Permit: 


Allision: N 
Type of Structure: 

Structure Name: 

Structure Operational: U 
Airbag Deployed: 


Date Time Normal Service: 
Service Disruption Time: 
Service Disruption Units: 
Transit Bus Flag: 

CR Begin Date: 

CR End Date: 

CR Change Date: 

FBI Contact: 

FBI Contact Date Time: 
Sub Part C Testing Req: XXX 
Conductor Testing: 
Engineer Testing: 
Trainman Testing: 

Yard Foreman Testing: 
RCL Operator Testing: 
Brakeman Testing: 

Train Dispatcher Testing: 
Signalman Testing: 

Other Employee Testing: 
Unknown Testing: 


Passenger Handling: 
Passenger Route: XXX 
Passenger Delay: XXX 


Incident Details Information 


Fire Involved: 

Fire Extinguished: 
Any Evacuations: 
Number Evacuated: 
Who Evacuated: 
Radius Of Evacuation: 
Any Injuries: N 

No. Injured: 

No. Hospitalized: 

Any Fatalities: N 

No. Fatalities: 

Any Damages: N 
Damage Amount: 

Air Corridor Closed: N 

Air Corridor Desc: 

Air Closure Time: 

Waterway Closed: N 
Waterway Desc: 

Waterway Closure Time: 

Road Closed: N 
Road Desc: 

Road Closure Time: 

Closure Direction: 

Major Artery: No 
Track Closed: N 
Track Desc: 

Track Closure Time: 

Media Interest: NONE 
Medium Desc: WATER 


Z2CcCZz 
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Additional Medium Info: DRAINAGE DITCH 
Body of Water: DRAINAGE DITCH 
Tributary of: 

Nearest River Mile Maker: 

Release Secured: U 


Est Duration of Release: 

Release Rate: 

Desc Remedial Action: THE FIRE DEPT. IS ON SCENE / A RESPONSE TEAM IS EN ROUTE 
State Agency on Scene: FIRE DEPT. 
State Agency Report No: N/A 
Other Agency Notified: 

Weather Conditions: UNKNOWN 
Air Temperature: 

Wind Speed: 

Wind Direction: 

Water Supply Contaminated: N 
Sheen Size: 

Sheen Color: 

Direction of Sheen Travel: 

Sheen Odor Description: 

Wave Condition: 

Current Speed: 

Current Direction: 

Water Temperature: 

Track Close Dir: 

EMPL Fatality: 

Pass Fatality: 

Community Impact: N 
Wind Speed Unit: 

Employee Injuries: 

Passenger Injuries: 

Occupant Fatality: 

Current Speed Unit: 

Road Closure Units: 

Track Closure Units: 

Sheen Size Units: 

Additional Info: NONE 
State Agency Notified: DEQ 
Federal Agency Notified: 

Nearest River Mile Marker: 

Sheen Size Length: 

Sheen Size Length Units: 

Sheen Size Width: 

Sheen Size Width Units: 

Offshore: N 
Duration Unit: 

Release Rate Unit: 

Release Rate Rate: 


Passengers Transferred: NO 

Site: a 
ROUTE 58 AT GODWIN BLVD SUFFOLK VA RNS 

NRC Report No: 1101050 Direction From City: 

Type of Incident: MOBILE Lat Quad: 

Incident Cause: OTHER Long Quad: 

Incident Date: 11/14/2014 12:30:00 AM Location Section: 


Incident Location: Location Township: 

Incident Dig: OCCURRED Location Range: 

Distance From City: Potential Flag: No 

Distance Units: Year: Calendar Year 2014 


CALLER STATED THERE WAS A SPILL OF DIESEL FROM A TRACTOR TRAILER TRUCK TRACTOR DUE TO 
AN ACCIDENT WITH ANOTHER VEHICLE (PICK-UP TRUCK). 


Description of Incident: 


Material Spill Information 


Chris Code: ODS Name of Material: OIL: DIESEL 
CAS No: 000000-00-0 If Reached Water: YES 
UN No: Amount in Water: 0 
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Amount of Material: 50 
Unit of Measure: GALLON(S) 
Calls Information 


Date Time Received: 11/14/2014 12:38:26 PM 
Date Time Complete: 11/14/2014 12:45:07 PM 


Call Type: INC 

Responsible C&K TRUCKING 
Company: 

Responsible ORG PRIVATE ENTERPRISE 
Type: 


Incidents Information 


Aircraft Type: 

Aircraft Model: 

Aircraft ID: 

Aircraft Fuel Capacity: 

Aircraft Fuel Capacity Units: 
Aircraft Fuel on Board: 

Aircraft Fuel OB Units: 

Aircraft Spot No: 

Aircraft Hanger: 

Aircraft Runway No: 

Road Mile Marker: 

Building ID: 

Type of Fixed Object: 

Power Generating Facility: U 
Generating Capacity: 

Type of Fuel: 

NPDES: 

NPDES Compliance: U 
Pipeline Type: 

DOT Regulated: U 
Pipeline Above Ground: ABOVE 
Exposed Underwater: N 
Pipeline Covered: U 
Railroad Hotline: 

Grade Crossing: U 
Location Subdivision: 

Railroad Milepost: 

Type Vehicle Involved: 

Crossing Device Type: 

Device Operational: U 
Dot Crossing No: 

Brake Failure: U 
Description of Tank: 

Tank Above Ground: ABOVE 
Transportable Container: U 
Tank Regulated: U 
Tank Regulated By: 

Tank ID: 

Capacity of Tank: 

Capacity of Tank Units: 

Actual Amount: 

Actual Amount Units: 

Platform Rig Name: 

Platform Letter: 

Location Area ID: 

Location Block ID: 

OCSG No: 

OCSG No: 

State Lease No: 

Pier Dock No: 

Berth Slip No: 

Continuous Release Type: 

Initial Cont Release No: 

Continuous Release Permit: 


Unit Reach Water: 


Responsible City: 


Responsible State: 


Responsible Zip: 
On Behalf of: 


Source: 


UNKNOWN AMOUNT 


CHICAGO RIDGE 
IL 
60415 


TELEPHONE 
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Allision: U 
Type of Structure: 

Structure Name: 

Structure Operational: U 
Airbag Deployed: U 
Date Time Normal Service: 

Service Disruption Time: 

Service Disruption Units: 

Transit Bus Flag: 

CR Begin Date: 

CR End Date: 

CR Change Date: 

FBI Contact: 

FBI Contact Date Time: 

Sub Part C Testing Req: XXX 
Conductor Testing: 

Engineer Testing: 

Trainman Testing: 

Yard Foreman Testing: 

RCL Operator Testing: 

Brakeman Testing: 

Train Dispatcher Testing: 

Signalman Testing: 

Other Employee Testing: 

Unknown Testing: 

Passenger Handling: 

Passenger Route: XXX 
Passenger Delay: XXX 


Incident Details Information 


Fire Involved: N 

Fire Extinguished: U 

Any Evacuations: N 

Number Evacuated: 

Who Evacuated: 

Radius Of Evacuation: 

Any Injuries: N 

No. Injured: 

No. Hospitalized: 

Any Fatalities: Y 

No. Fatalities: 1 

Any Damages: N 

Damage Amount: 

Air Corridor Closed: N 

Air Corridor Desc: 

Air Closure Time: 

Waterway Closed: N 

Waterway Desc: 

Waterway Closure Time: 

Road Closed: Y 

Road Desc: ROUTE 58 

Road Closure Time: 

Closure Direction: 

Major Artery: Yes 

Track Closed: N 

Track Desc: 

Track Closure Time: 

Media Interest: UNKNOWN 

Medium Desc: WATER 

Additional Medium Info: STORM DRAIN 

Body of Water: STORM DRAIN 

Tributary of: 

Nearest River Mile Maker: 

Release Secured: Y 

Est Duration of Release: 

Release Rate: 

Desc Remedial Action: CALLER STATED THEY COMPLETED THE CLEAN-UP BUT THERE IS STILL SOME EXCAVATION THAT HAS 
TO BE DONE. 

State Agency on Scene: SUFFOLK PD, SUFFOLK FD 
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State Agency Report No: HMVA9263 
Other Agency Notified: 

Weather Conditions: UNKNOWN 
Air Temperature: 

Wind Speed: 

Wind Direction: 

Water Supply Contaminated: U 

Sheen Size: 

Sheen Color: 

Direction of Sheen Travel: 

Sheen Odor Description: 

Wave Condition: 

Current Speed: 

Current Direction: 

Water Temperature: 

Track Close Dir: 

EMPL Fatality: 

Pass Fatality: 

Community Impact: 

Wind Speed Unit: 

Employee Injuries: 

Passenger Injuries: 

Occupant Fatality: 1 

Current Speed Unit: 

Road Closure Units: 
Track Closure Units: 
Sheen Size Units: 
Additional Info: 

State Agency Notified: 
Federal Agency Notified: 
Nearest River Mile Marker: 
Sheen Size Length: 
Sheen Size Length Units: 
Sheen Size Width: 

Sheen Size Width Units: 
Offshore: N 
Duration Unit: 

Release Rate Unit: 

Release Rate Rate: 


VA DEQ, SERC, CITY OF SUFFOLK 


Passengers Transferred: NO 

Site: 7 
CONSTANCE WARF ON NORTH MAINE SUFFOLK VA ERNS 

NRC Report No: 615824 Direction From City: 

Type of Incident: VESSEL Lat Quad: 

Incident Cause: OTHER Long Quad: 

Incident Date: 7/5/2002 7:25:00 PM Location Section: 


Incident Location: CONSTANCE WARF ON NORTH MAINE Location Township: 

Incident Dtg: DISCOVERED Location Range: 

Distance From City: Potential Flag: 

Distance Units: Year: Calendar Year 2002 


Description of Incident: THE MATERIAL SPILLED OUT OF A TUG BOAT DUE TO THE VESSEL SINKING. 


Material Spill Information 


Chris Code: ODS Name of Material: OIL: DIESEL 
CAS No: 000000-00-0 If Reached Water: YES 

UN No: Amount in Water: 40 

Amount of Material: 40 Unit Reach Water: GALLON(S) 
Unit of Measure: GALLON(S) 

Calls Information 

Date Time Received: 7/6/2002 7:29:47 PM Responsible City: SUFFOLK 
Date Time Complete: 7/6/2002 7:35:07 PM Responsible State: VA 


Call Type: 


INC 


Responsible Zip: 


Responsible VIRGINIA MARINE STRUCTURES On Behalf of: 
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Company: 
Responsible ORG 
Type: 


PRIVATE ENTERPRISE 


Incidents Information 


Aircraft Type: UNKNOWN 
Aircraft Model: 

Aircraft ID: 

Aircraft Fuel Capacity: 

Aircraft Fuel Capacity Units: 
Aircraft Fuel on Board: 

Aircraft Fuel OB Units: 

Aircraft Spot No: 

Aircraft Hanger: 

Aircraft Runway No: 

Road Mile Marker: 

Building ID: 

Type of Fixed Object: UNKNOWN 
Power Generating Facility: U 
Generating Capacity: 

Type of Fuel: 

NPDES: 

NPDES Compliance: U 
Pipeline Type: 

DOT Regulated: U 
Pipeline Above Ground: ABOVE 
Exposed Underwater: N 
Pipeline Covered: U 
Railroad Hotline: 

Grade Crossing: N 
Location Subdivision: 

Railroad Milepost: 

Type Vehicle Involved: 

Crossing Device Type: 

Device Operational: Y 
Dot Crossing No: 

Brake Failure: N 
Description of Tank: 

Tank Above Ground: ABOVE 
Transportable Container: U 
Tank Regulated: U 
Tank Regulated By: 

Tank ID: 

Capacity of Tank: 

Capacity of Tank Units: 

Actual Amount: 

Actual Amount Units: 

Platform Rig Name: 

Platform Letter: 

Location Area ID: 

Location Block ID: 

OCSG No: 

OCSG No: 

State Lease No: 

Pier Dock No: 

Berth Slip No: 

Continuous Release Type: 

Initial Cont Release No: 

Continuous Release Permit: 
Allision: N 
Type of Structure: 

Structure Name: 

Structure Operational: U 
Airbag Deployed: 

Date Time Normal Service: 

Service Disruption Time: 

Service Disruption Units: 

Transit Bus Flag: 

CR Begin Date: 


Source: 


TELEPHONE 
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CR End Date: 

CR Change Date: 

FBI Contact: 

FBI Contact Date Time: 
Sub Part C Testing Req: 
Conductor Testing: 
Engineer Testing: 
Trainman Testing: 

Yard Foreman Testing: 
RCL Operator Testing: 
Brakeman Testing: 

Train Dispatcher Testing: 
Signalman Testing: 
Other Employee Testing: 
Unknown Testing: 
Passenger Handling: 
Passenger Route: 
Passenger Delay: 


Incident Details Information 


Fire Involved: 

Fire Extinguished: 

Any Evacuations: 
Number Evacuated: 

Who Evacuated: 

Radius Of Evacuation: 
Any Injuries: 

No. Injured: 

No. Hospitalized: 

Any Fatalities: 

No. Fatalities: 

Any Damages: 

Damage Amount: 

Air Corridor Closed: 

Air Corridor Desc: 

Air Closure Time: 
Waterway Closed: 
Waterway Desc: 
Waterway Closure Time: 
Road Closed: 

Road Desc: 

Road Closure Time: 
Closure Direction: 

Major Artery: 

Track Closed: 

Track Desc: 

Track Closure Time: 
Media Interest: 

Medium Desc: 
Additional Medium Info: 
Body of Water: 

Tributary of: 

Nearest River Mile Maker: 
Release Secured: 

Est Duration of Release: 
Release Rate: 

Desc Remedial Action: 
State Agency on Scene: 
State Agency Report No: 
Other Agency Notified: 
Weather Conditions: 

Air Temperature: 

Wind Speed: 

Wind Direction: 

Water Supply Contaminated: 
Sheen Size: 

Sheen Color: 

Direction of Sheen Travel: 
Sheen Odor Description: 


XXX 


XXX 
XXX 


Z2CcCZz 


NONE 

WATER 
CONSTANCE WARF 
CONSTANCE WARF 
NANSEMOND RIVER 


x 


BOOMS APPLIED,MATERIAL CONTAINED 


NO REPORT # 


CLEAR 


90 


N 


RAINBOW 
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Wave Condition: 0 CALM 
Current Speed: 

Current Direction: 

Water Temperature: 

Track Close Dir: 

EMPL Fatality: 

Pass Fatality: 

Community Impact: N 
Wind Speed Unit: 

Employee Injuries: 

Passenger Injuries: 

Occupant Fatality: 

Current Speed Unit: 

Road Closure Units: 

Track Closure Units: 

Sheen Size Units: 


Additional Info: THE CALLER HAD NO ADDITIONAL INFORMATION. 
State Agency Notified: 

Federal Agency Notified: MSO HAMPTON ROAD 

Nearest River Mile Marker: 

Sheen Size Length: 30 

Sheen Size Length Units: FEET 

Sheen Size Width: 30 

Sheen Size Width Units: FEET 

Offshore: N 


Duration Unit: 
Release Rate Unit: 
Release Rate Rate: 


Passengers Transferred: UNK 
Site: 
CONSTANCE ROAD SUFFOLK VA ERNS 
NRC Report No: 543174 Direction From City: 
Type of Incident: FIXED Lat Quad: 
Incident Cause: EQUIPMENT FAILURE Long Quad: 
Incident Date: 9/24/2000 4:10:00 PM Location Section: 
Incident Location: EXXON STATION Location Township: 
Incident Dig: OCCURRED Location Range: 
Distance From City: Potential Flag: 
Distance Units: Year: Calendar Year 2000 
Description of Incident: CALLER WAS FILLING HER CAR WITH GAS WHEN PUMP FUEL HOSE BROKE AND SHOWERED HER AND 


HER CAR WITH GASOLINE. 


Material Spill Information 


Chris Code: GAS Name of Material: GASOLINE: AUTOMOTIVE (UNLEADED) 
CAS No: 000000-00-0 If Reached Water: YES 

UN No: Amount in Water: 0 

Amount of Material: 0 Unit Reach Water: UNKNOWN AMOUNT 

Unit of Measure: UNKNOWN AMOUNT 


Calls Information 


Date Time Received: 9/25/2000 8:56:32 AM Responsible City: SUFFOLK 
Date Time Complete: 9/25/2000 9:08:55 AM Responsible State: VA 

Call Type: INC Responsible Zip: 

Responsible SOUTHERN OIL COMPANY On Behalf of: 

Company: 

Responsible ORG PRIVATE ENTERPRISE Source: UNAVAILABLE 
Type: 


Incidents Information 


Aircraft Type: UNKNOWN 
Aircraft Model: 

Aircraft ID: 

Aircraft Fuel Capacity: 
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Aircraft Fuel Capacity Units: 
Aircraft Fuel on Board: 
Aircraft Fuel OB Units: 
Aircraft Spot No: 
Aircraft Hanger: 

Aircraft Runway No: 
Road Mile Marker: 
Building ID: 

Type of Fixed Object: 
Power Generating Facility: 
Generating Capacity: 
Type of Fuel: 

NPDES: 

NPDES Compliance: 
Pipeline Type: 

DOT Regulated: 

Pipeline Above Ground: 
Exposed Underwater: 
Pipeline Covered: 
Railroad Hotline: 

Grade Crossing: 
Location Subdivision: 
Railroad Milepost: 

Type Vehicle Involved: 
Crossing Device Type: 
Device Operational: 

Dot Crossing No: 

Brake Failure: 
Description of Tank: 
Tank Above Ground: 
Transportable Container: 
Tank Regulated: 

Tank Regulated By: 
Tank ID: 

Capacity of Tank: 
Capacity of Tank Units: 
Actual Amount: 

Actual Amount Units: 
Platform Rig Name: 
Platform Letter: 
Location Area ID: 
Location Block ID: 
OCSG No: 

OCSG No: 

State Lease No: 

Pier Dock No: 

Berth Slip No: 
Continuous Release Type: 
Initial Cont Release No: 
Continuous Release Permit: 
Allision: 

Type of Structure: 
Structure Name: 
Structure Operational: 
Airbag Deployed: 

Date Time Normal Service: 
Service Disruption Time: 
Service Disruption Units: 
Transit Bus Flag: 

CR Begin Date: 

CR End Date: 

CR Change Date: 

FBI Contact: 

FBI Contact Date Time: 
Sub Part C Testing Req: 
Conductor Testing: 
Engineer Testing: 
Trainman Testing: 

Yard Foreman Testing: 
RCL Operator Testing: 
Brakeman Testing: 


OTHER 


XXX 
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Train Dispatcher Testing: 
Signalman Testing: 
Other Employee Testing: 
Unknown Testing: 


Passenger Handling: 
Passenger Route: XXX 
Passenger Delay: XXX 


Incident Details Information 


Fire Involved: 

Fire Extinguished: 

Any Evacuations: 

Number Evacuated: 

Who Evacuated: 

Radius Of Evacuation: 

Any Injuries: N 

No. Injured: 

No. Hospitalized: 

Any Fatalities: N 

No. Fatalities: 

Any Damages: N 

Damage Amount: 

Air Corridor Closed: N 

Air Corridor Desc: 

Air Closure Time: 

Waterway Closed: N 

Waterway Desc: 

Waterway Closure Time: 

Road Closed: N 

Road Desc: 

Road Closure Time: 

Closure Direction: 

Major Artery: No 

Track Closed: N 

Track Desc: 

Track Closure Time: 

Media Interest: NONE 

Medium Desc: OTHER 

Additional Medium Info: LAND AND/OR WATER 

Body of Water: 

Tributary of: 

Nearest River Mile Maker: 

Release Secured: Y 

Est Duration of Release: 

Release Rate: 

Desc Remedial Action: EMPLOYEE SHUT OFF PUMPS AND PLACED ABSORBENT MATERIAL ON SOME OF THE GAS THAT WAS 
NEAR THE PUMP. 


Ze Zz 


State Agency on Scene: 

State Agency Report No: 

Other Agency Notified: 

Weather Conditions: CLEAR 
Air Temperature: 80 
Wind Speed: 

Wind Direction: 

Water Supply Contaminated: U 
Sheen Size: 

Sheen Color: 

Direction of Sheen Travel: 

Sheen Odor Description: 

Wave Condition: 

Current Speed: 

Current Direction: 

Water Temperature: 

Track Close Dir: 

EMPL Fatality: 

Pass Fatality: 

Community Impact: N 
Wind Speed Unit: 

Employee Injuries: 
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Passenger Injuries: 
Occupant Fatality: 
Current Speed Unit: 
Road Closure Units: 
Track Closure Units: 
Sheen Size Units: 
Additional Info: 


State Agency Notified: 
Federal Agency Notified: 


Nearest River Mile Marker: 


Sheen Size Length: 


Sheen Size Length Units: 


Sheen Size Width: 


Sheen Size Width Units: 


Offshore: 

Duration Unit: 
Release Rate Unit: 
Release Rate Rate: 


Passengers Transferred: 


UNK 


Site: 


INTERCHANGE OF HIGHWAY 460 & 58 NEAR SUFFOLK, VA SUFFOLK VA 


NRC Report No: 
Type of Incident: 
Incident Cause: 
Incident Date: 
Incident Location: 


Incident Dig: 
Distance From City: 
Distance Units: 


Description of Incident: 


Material Spill Information 


Chris Code: 

CAS No: 

UN No: 

Amount of Material: 
Unit of Measure: 


Calls Information 


Date Time Received: 
Date Time Complete: 
Call Type: 
Responsible 
Company: 
Responsible ORG 
Type: 


Incidents Information 


Aircraft Type: 
Aircraft Model: 
Aircraft ID: 


Aircraft Fuel Capacity: 


646926 

MOBILE 

UNKNOWN 
6/4/2003 3:00:00 PM 


INTERCHANGE OF HIGHWAY 460 & 58 


NEAR SUFFOLK, VA 
OCCURRED 


MATERIALS ONTO THE GROUND. 


NCC 
000000-00-0 


44000 
POUND(S) 


6/4/2003 7:07:06 PM 
6/4/2003 7:14:02 PM 

INC 

SWIFT TRANSPORTATION 


PRIVATE ENTERPRISE 


Aircraft Fuel Capacity Units: 


Aircraft Fuel on Board: 
Aircraft Fuel OB Units: 


Aircraft Spot No: 
Aircraft Hanger: 
Aircraft Runway No: 
Road Mile Marker: 
Building ID: 

Type of Fixed Object: 


Direction From City: 


Lat Quad: 
Long Quad: 
Location Section: 


Location Township: 


Location Range: 
Potential Flag: 
Year: 


Name of Material: 
If Reached Water: 
Amount in Water: 
Unit Reach Water: 


Responsible City: 


Responsible State: 


Responsible Zip: 
On Behalf of: 


Source: 


-ERNS 


Calendar Year 2003 
CALLER STATED THAT A TRACTOR TRAILER TRUCK ROLLED OVER, RESULTING IN A RELEASE OF 


HYSORB 
NO 


PHOENIX 
AZ 
85038 


TELEPHONE 
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Power Generating Facility: U 
Generating Capacity: 


Type of Fuel: 

NPDES: 

NPDES Compliance: U 
Pipeline Type: 

DOT Regulated: U 
Pipeline Above Ground: ABOVE 
Exposed Underwater: N 
Pipeline Covered: U 
Railroad Hotline: 

Grade Crossing: N 
Location Subdivision: 

Railroad Milepost: 


Type Vehicle Involved: 

Crossing Device Type: 

Device Operational: Y 
Dot Crossing No: 

Brake Failure: N 
Description of Tank: 

Tank Above Ground: ABOVE 
Transportable Container: U 
Tank Regulated: U 
Tank Regulated By: 

Tank ID: 

Capacity of Tank: 

Capacity of Tank Units: 

Actual Amount: 

Actual Amount Units: 

Platform Rig Name: 

Platform Letter: 

Location Area ID: 

Location Block ID: 

OCSG No: 

OCSG No: 

State Lease No: 

Pier Dock No: 

Berth Slip No: 

Continuous Release Type: 

Initial Cont Release No: 

Continuous Release Permit: 
Allision: N 
Type of Structure: 

Structure Name: 

Structure Operational: U 
Airbag Deployed: 

Date Time Normal Service: 

Service Disruption Time: 

Service Disruption Units: 

Transit Bus Flag: 

CR Begin Date: 

CR End Date: 

CR Change Date: 

FBI Contact: 

FBI Contact Date Time: 

Sub Part C Testing Req: XXX 
Conductor Testing: 

Engineer Testing: 

Trainman Testing: 

Yard Foreman Testing: 

RCL Operator Testing: 

Brakeman Testing: 

Train Dispatcher Testing: 
Signalman Testing: 

Other Employee Testing: 

Unknown Testing: 


Passenger Handling: 
Passenger Route: XXX 
Passenger Delay: XXX 
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Incident Details Information 


Fire Involved: 

Fire Extinguished: 

Any Evacuations: 
Number Evacuated: 
Who Evacuated: 

Radius Of Evacuation: 
Any Injuries: 

No. Injured: 

No. Hospitalized: 

Any Fatalities: 

No. Fatalities: 

Any Damages: 

Damage Amount: 

Air Corridor Closed: 

Air Corridor Desc: 

Air Closure Time: 
Waterway Closed: 
Waterway Desc: 
Waterway Closure Time: 
Road Closed: 

Road Desc: 

Road Closure Time: 
Closure Direction: 
Major Artery: 

Track Closed: 

Track Desc: 

Track Closure Time: 
Media Interest: 

Medium Desc: 
Additional Medium Info: 
Body of Water: 
Tributary of: 

Nearest River Mile Maker: 
Release Secured: 

Est Duration of Release: 
Release Rate: 

Desc Remedial Action: 
State Agency on Scene: 
State Agency Report No: 
Other Agency Notified: 
Weather Conditions: 
Air Temperature: 

Wind Speed: 

Wind Direction: 


Water Supply Contaminated: 


Sheen Size: 

Sheen Color: 

Direction of Sheen Travel: 
Sheen Odor Description: 
Wave Condition: 
Current Speed: 

Current Direction: 

Water Temperature: 
Track Close Dir: 

EMPL Fatality: 

Pass Fatality: 
Community Impact: 
Wind Speed Unit: 
Employee Injuries: 
Passenger Injuries: 
Occupant Fatality: 
Current Speed Unit: 
Road Closure Units: 
Track Closure Units: 
Sheen Size Units: 
Additional Info: 

State Agency Notified: 
Federal Agency Notified: 
Nearest River Mile Marker: 


Z2Cc2z 


Y 
UNKNOWN 
1 


CLEAN UP UNDERWAY, CONTRACTOR HAS BEEN HIRED 


RAINY 


CALLER HAD NO ADDITIONAL INFORMATION. 
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Sheen Size Length: 


Sheen Size Length Units: 


Sheen Size Width: 
Sheen Size Width Units: 
Offshore: 

Duration Unit: 

Release Rate Unit: 
Release Rate Rate: 


Passengers Transferred: 


UNK 


Site: 
HWY 58 SUFFOLK VA 
NRC Report No: 592403 
Type of Incident: MOBILE 
Incident Cause: OTHER 
Incident Date: 1/27/2002 11:30:00 AM 
Incident Location: HWY 58 
Incident Dig: OCCURRED 


Distance From City: 
Distance Units: 
Description of Incident: 


Material Spill Information 


Chris Code: 

CAS No: 

UN No: 

Amount of Material: 
Unit of Measure: 


Calls Information 


Date Time Received: 
Date Time Complete: 
Call Type: 
Responsible 
Company: 
Responsible ORG 
Type: 


Incidents Information 


Aircraft Type: 

Aircraft Model: 
Aircraft ID: 

Aircraft Fuel Capacity: 


Direction From City: 


Lat Quad: 
Long Quad: 
Location Section: 


Location Township: 


Location Range: 
Potential Flag: 
Year: 


ERNS 


Calendar Year 2002 


THE CALLER IS REPORTING A TRUCK THAT RAN INTO THE MEDIAN ON HWY 58 AND FLIPPED OVER 
CAUSING THE TANK TO BURST OPEN AND CATCH FIRE INJURING THE DRIVER. 


GAS 
000000-00-0 


7700 
GALLON(S) 


1/28/2002 1:29:06 PM 
1/28/2002 2:07:35 PM 
INC 

OIL TRANSPORT INC 


PRIVATE ENTERPRISE 


UNKNOWN 


Aircraft Fuel Capacity Units: 


Aircraft Fuel on Board: 
Aircraft Fuel OB Units: 
Aircraft Spot No: 
Aircraft Hanger: 
Aircraft Runway No: 
Road Mile Marker: 
Building ID: 

Type of Fixed Object: 


UNKNOWN 


Power Generating Facility: U 


Generating Capacity: 
Type of Fuel: 

NPDES: 

NPDES Compliance: 
Pipeline Type: 

DOT Regulated: 
Pipeline Above Ground: 
Exposed Underwater: 
Pipeline Covered: 
Railroad Hotline: 


Name of Material: 
If Reached Water: 
Amount in Water: 
Unit Reach Water: 


Responsible City: 
Responsible State: 
Responsible Zip: 
On Behalf of: 


Source: 


CHESAPEAKE 


GASOLINE: AUTOMOTIVE (UNLEADED) 
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Grade Crossing: N 
Location Subdivision: 

Railroad Milepost: 

Type Vehicle Involved: 

Crossing Device Type: 

Device Operational: Y 
Dot Crossing No: 

Brake Failure: N 
Description of Tank: 

Tank Above Ground: ABOVE 
Transportable Container: U 
Tank Regulated: U 
Tank Regulated By: 

Tank ID: 

Capacity of Tank: 

Capacity of Tank Units: 

Actual Amount: 

Actual Amount Units: 

Platform Rig Name: 

Platform Letter: 

Location Area ID: 

Location Block ID: 

OCSG No: 

OCSG No: 

State Lease No: 

Pier Dock No: 

Berth Slip No: 

Continuous Release Type: 

Initial Cont Release No: 

Continuous Release Permit: 
Allision: N 
Type of Structure: 

Structure Name: 

Structure Operational: U 
Airbag Deployed: 

Date Time Normal Service: 

Service Disruption Time: 

Service Disruption Units: 

Transit Bus Flag: 

CR Begin Date: 

CR End Date: 

CR Change Date: 

FBI Contact: 

FBI Contact Date Time: 

Sub Part C Testing Req: XXX 
Conductor Testing: 

Engineer Testing: 

Trainman Testing: 

Yard Foreman Testing: 

RCL Operator Testing: 

Brakeman Testing: 

Train Dispatcher Testing: 
Signalman Testing: 

Other Employee Testing: 

Unknown Testing: 


Passenger Handling: 
Passenger Route: XXX 
Passenger Delay: XXX 


Incident Details Information 


Fire Involved: 

Fire Extinguished: 
Any Evacuations: 
Number Evacuated: 
Who Evacuated: 
Radius Of Evacuation: 
Any Injuries: Y 
No. Injured: 1 
No. Hospitalized: 1 


zZ<< 
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Any Fatalities: 

No. Fatalities: 

Any Damages: 

Damage Amount: 

Air Corridor Closed: 

Air Corridor Desc: 

Air Closure Time: 
Waterway Closed: 
Waterway Desc: 
Waterway Closure Time: 
Road Closed: 

Road Desc: 

Road Closure Time: 
Closure Direction: 
Major Artery: 

Track Closed: 

Track Desc: 

Track Closure Time: 
Media Interest: 

Medium Desc: 
Additional Medium Info: 
Body of Water: 
Tributary of: 

Nearest River Mile Maker: 
Release Secured: 

Est Duration of Release: 
Release Rate: 

Desc Remedial Action: 
State Agency on Scene: 
State Agency Report No: 
Other Agency Notified: 
Weather Conditions: 
Air Temperature: 

Wind Speed: 

Wind Direction: 


Water Supply Contaminated: 


Sheen Size: 

Sheen Color: 

Direction of Sheen Travel: 
Sheen Odor Description: 
Wave Condition: 
Current Speed: 

Current Direction: 

Water Temperature: 
Track Close Dir: 

EMPL Fatality: 

Pass Fatality: 
Community Impact: 
Wind Speed Unit: 
Employee Injuries: 
Passenger Injuries: 
Occupant Fatality: 
Current Speed Unit: 
Road Closure Units: 
Track Closure Units: 
Sheen Size Units: 
Additional Info: 

State Agency Notified: 
Federal Agency Notified: 
Nearest River Mile Marker: 
Sheen Size Length: 
Sheen Size Length Units: 
Sheen Size Width: 
Sheen Size Width Units: 
Offshore: 

Duration Unit: 

Release Rate Unit: 
Release Rate Rate: 
Passengers Transferred: 


FOAM TO PUT OUT FIRE,,EXCAVATED SOIL 
IR2002-2-1341 


CLEAR 
60 


THE DRIVER IN THE ACCDENT WAS INJURED DUE THE ACCDENT NOT THE MATERIAL RELEASED. 


DEQ 


UNK 
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Site: 


EXIT RAMP OFF RT 460 ONTO RT 58E UP TO,BOWERS HILL SUFFOLK VA 


NRC Report No: 468686 

Type of Incident: UNKNOWN SHEEN 
Incident Cause: UNKNOWN 

Incident Date: 12/23/1998 3:45:00 PM 
Incident Location: 

Incident Dtg: DISCOVERED 


Distance From City: 
Distance Units: 
Description of Incident: 


Material Spill Information 


Chris Code: OUN 

CAS No: 

UN No: 

Amount of Material: 0 

Unit of Measure: UNKNOWN AMOUNT 


Calls Information 


Date Time Received: 12/23/1998 3:56:57 PM 
Date Time Complete: 12/23/1998 4:03:13 PM 


Direction From City: 


Lat Quad: 
Long Quad: 
Location Section: 


Location Township: 


Location Range: 
Potential Flag: 
Year: 


ERNS ~ 


Calendar Year 1998 


CALLER REPORTED DISCOVERING OIL SLICK ON EXIT RAMP OFF RT 460 ONTO 58EAT SUFFOLK 
BYPASS THAT FLOWED TO BOWERS HILL 


Call Type: INC 
Responsible 

Company: 

Responsible ORG UNKNOWN 
Type: 


Incidents Information 


Aircraft Type: 

Aircraft Model: 
Aircraft ID: 

Aircraft Fuel Capacity: 


Aircraft Fuel Capacity Units: 


Aircraft Fuel on Board: 
Aircraft Fuel OB Units: 
Aircraft Spot No: 
Aircraft Hanger: 
Aircraft Runway No: 
Road Mile Marker: 
Building ID: 

Type of Fixed Object: 


Power Generating Facility: 


Generating Capacity: 
Type of Fuel: 

NPDES: 

NPDES Compliance: 
Pipeline Type: 

DOT Regulated: 
Pipeline Above Ground: 
Exposed Underwater: 
Pipeline Covered: 
Railroad Hotline: 
Grade Crossing: 
Location Subdivision: 
Railroad Milepost: 
Type Vehicle Involved: 
Crossing Device Type: 
Device Operational: 
Dot Crossing No: 
Brake Failure: 
Description of Tank: 
Tank Above Ground: 
Transportable Container: 


UNKNOWN 


UNKNOWN 
U 


U 
UNKNOWN 
U 

ABOVE 

U 

U 

No 

N 


UNKNOWN 
UNKNOWN 


ABOVE 


Name of Material: 
If Reached Water: 
Amount in Water: 
Unit Reach Water: 


Responsible City: 
Responsible State: 
Responsible Zip: 
On Behalf of: 


Source: 


UNKNOWN OIL 


UNAVAILABLE 
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Tank Regulated: U 
Tank Regulated By: 

Tank ID: 

Capacity of Tank: 

Capacity of Tank Units: 
Actual Amount: 

Actual Amount Units: 
Platform Rig Name: 
Platform Letter: 

Location Area ID: 

Location Block ID: 

OCSG No: 

OCSG No: 

State Lease No: 

Pier Dock No: 

Berth Slip No: 

Continuous Release Type: 
Initial Cont Release No: 
Continuous Release Permit: 
Allision: N 
Type of Structure: 

Structure Name: 

Structure Operational: Y 
Airbag Deployed: 

Date Time Normal Service: 
Service Disruption Time: 
Service Disruption Units: 
Transit Bus Flag: 

CR Begin Date: 

CR End Date: 

CR Change Date: 

FBI Contact: 

FBI Contact Date Time: 

Sub Part C Testing Req: XXX 
Conductor Testing: 
Engineer Testing: 

Trainman Testing: 

Yard Foreman Testing: 

RCL Operator Testing: 
Brakeman Testing: 

Train Dispatcher Testing: 
Signalman Testing: 

Other Employee Testing: 
Unknown Testing: 


Passenger Handling: 
Passenger Route: XXX 
Passenger Delay: XXX 


Incident Details Information 


Fire Involved: 

Fire Extinguished: 
Any Evacuations: 
Number Evacuated: 
Who Evacuated: 
Radius Of Evacuation: 
Any Injuries: U 
No. Injured: 

No. Hospitalized: 

Any Fatalities: U 
No. Fatalities: 

Any Damages: N 
Damage Amount: 

Air Corridor Closed: N 
Air Corridor Desc: 

Air Closure Time: 

Waterway Closed: N 
Waterway Desc: 

Waterway Closure Time: 

Road Closed: N 


2CczZz 
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Road Desc: 

Road Closure Time: 
Closure Direction: 
Major Artery: 

Track Closed: 

Track Desc: 

Track Closure Time: 
Media Interest: 

Medium Desc: 
Additional Medium Info: 
Body of Water: 
Tributary of: 

Nearest River Mile Maker: 
Release Secured: 

Est Duration of Release: 
Release Rate: 

Desc Remedial Action: 


State Agency on Scene: 
State Agency Report No: 
Other Agency Notified: 
Weather Conditions: 

Air Temperature: 

Wind Speed: 

Wind Direction: 


Water Supply Contaminated: 


Sheen Size: 

Sheen Color: 

Direction of Sheen Travel: 
Sheen Odor Description: 
Wave Condition: 
Current Speed: 

Current Direction: 

Water Temperature: 
Track Close Dir: 

EMPL Fatality: 

Pass Fatality: 
Community Impact: 
Wind Speed Unit: 
Employee Injuries: 
Passenger Injuries: 
Occupant Fatality: 
Current Speed Unit: 
Road Closure Units: 
Track Closure Units: 
Sheen Size Units: 
Additional Info: 

State Agency Notified: 
Federal Agency Notified: 
Nearest River Mile Marker: 
Sheen Size Length: 
Sheen Size Length Units: 
Sheen Size Width: 
Sheen Size Width Units: 
Offshore: 

Duration Unit: 

Release Rate Unit: 
Release Rate Rate: 
Passengers Transferred: 


LAND 
ASPHALT 


NONE/ ATTEMPTED TO CONTACT STATE POLICE IN SUFFOLK AND ONLY GOT THROUGHTO A 


RECORDING 


CALLER'S CAR SLID WHILE ON EXIT RAMP 


UNK 


Site: 
CRNR OF MAIN AND CONSTANCE SUFFOLK VA 23510 
NRC Report No: 277325 
Type of Incident: MOBILE 
Incident Cause: UNKNOWN 
Incident Date: 1/23/1995 8:00:00 PM 
Incident Location: 
Incident Dig: OCCURRED 


Distance From City: 


Direction From City: 


Lat Quad: 
Long Quad: 
Location Section: 


Location Township: 


Location Range: 
Potential Flag: 


ERNS 
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Distance Units: 
Description of Incident: 


Material Spill Information 


Chris Code: 

CAS No: 

UN No: 

Amount of Material: 
Unit of Measure: 


Calls Information 


Date Time Received: 
Date Time Complete: 
Call Type: 
Responsible 
Company: 
Responsible ORG 
Type: 


Incidents Information 


Aircraft Type: 

Aircraft Model: 
Aircraft ID: 

Aircraft Fuel Capacity: 


ODS 


10 
GALLON(S) 


1/23/1995 8:29:33 PM 
1/23/1995 8:33:30 PM 
INC 


UNKNOWN 


UNKNOWN 


Aircraft Fuel Capacity Units: 


Aircraft Fuel on Board: 
Aircraft Fuel OB Units: 


Aircraft Spot No: 

Aircraft Hanger: 

Aircraft Runway No: 

Road Mile Marker: 

Building ID: 

Type of Fixed Object: UNKNOWN 
Power Generating Facility: U 
Generating Capacity: 

Type of Fuel: 

NPDES: 

NPDES Compliance: U 

Pipeline Type: UNKNOWN 
DOT Regulated: U 

Pipeline Above Ground: ABOVE 
Exposed Underwater: U 

Pipeline Covered: U 

Railroad Hotline: No 

Grade Crossing: N 

Location Subdivision: 

Railroad Milepost: UNKNOWN 
Type Vehicle Involved: UNKNOWN 
Crossing Device Type: 

Device Operational: Y 

Dot Crossing No: 

Brake Failure: N 
Description of Tank: 

Tank Above Ground: ABOVE 
Transportable Container: U 

Tank Regulated: U 

Tank Regulated By: 

Tank ID: 

Capacity of Tank: 

Capacity of Tank Units: 

Actual Amount: 

Actual Amount Units: 

Platform Rig Name: 


Platform Letter: 
Location Area ID: 


Year: 


Name of Material: 
If Reached Water: 
Amount in Water: 
Unit Reach Water: 


Responsible City: 
Responsible State: 
Responsible Zip: 
On Behalf of: 


Source: 


Calendar Year 1995 
TRACTOR TRAILER//MATERIAL RELEASED DUE TO UNKNOWN CAUSES 


OIL: DIESEL 
YES 

0 

NONE 


UNAVAILABLE 
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Location Block ID: 

OCSG No: 

OCSG No: 

State Lease No: 

Pier Dock No: 

Berth Slip No: 

Continuous Release Type: 
Initial Cont Release No: 
Continuous Release Permit: 
Allision: N 
Type of Structure: 

Structure Name: 

Structure Operational: Y 
Airbag Deployed: 

Date Time Normal Service: 
Service Disruption Time: 
Service Disruption Units: 
Transit Bus Flag: 

CR Begin Date: 

CR End Date: 

CR Change Date: 

FBI Contact: 

FBI Contact Date Time: 

Sub Part C Testing Req: XXX 
Conductor Testing: 
Engineer Testing: 

Trainman Testing: 

Yard Foreman Testing: 

RCL Operator Testing: 
Brakeman Testing: 

Train Dispatcher Testing: 
Signalman Testing: 

Other Employee Testing: 
Unknown Testing: 


Passenger Handling: 
Passenger Route: XXX 
Passenger Delay: XXX 


Incident Details Information 


Fire Involved: N 
Fire Extinguished: 

Any Evacuations: N 
Number Evacuated: 


Who Evacuated: 

Radius Of Evacuation: 

Any Injuries: U 
No. Injured: 

No. Hospitalized: 

Any Fatalities: U 
No. Fatalities: 

Any Damages: N 
Damage Amount: 

Air Corridor Closed: 

Air Corridor Desc: 

Air Closure Time: 

Waterway Closed: 

Waterway Desc: 

Waterway Closure Time: 

Road Closed: 

Road Desc: 

Road Closure Time: 

Closure Direction: 

Major Artery: 

Track Closed: 

Track Desc: 

Track Closure Time: 

Media Interest: 

Medium Desc: LAND 
Additional Medium Info: ASPHALT 
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Body of Water: 

Tributary of: 

Nearest River Mile Maker: 
Release Secured: 

Est Duration of Release: 
Release Rate: 


Desc Remedial Action: SECURED RELEASE//FIRE DEPT IS ON SCENE 


State Agency on Scene: 
State Agency Report No: 
Other Agency Notified: 
Weather Conditions: 

Air Temperature: 

Wind Speed: 

Wind Direction: 

Water Supply Contaminated: 
Sheen Size: 

Sheen Color: 

Direction of Sheen Travel: 
Sheen Odor Description: 
Wave Condition: 

Current Speed: 

Current Direction: 

Water Temperature: 
Track Close Dir: 

EMPL Fatality: 

Pass Fatality: 
Community Impact: 

Wind Speed Unit: 
Employee Injuries: 
Passenger Injuries: 
Occupant Fatality: 
Current Speed Unit: 
Road Closure Units: 
Track Closure Units: 
Sheen Size Units: 
Additional Info: 

State Agency Notified: 
Federal Agency Notified: 
Nearest River Mile Marker: 
Sheen Size Length: 
Sheen Size Length Units: 
Sheen Size Width: 

Sheen Size Width Units: 
Offshore: 

Duration Unit: 

Release Rate Unit: 
Release Rate Rate: 
Passengers Transferred: UNK 


Site: | PARKER OIL COMPANY - SUFFOLK 
JUNCTION ROUTE 58 & BYPASS 58 SUFFOLK VA 234340000 


Registry ID: 110007320826 

FIPS Code: 51800 

Program Acronyms: AIR, AIRS/AFS, CEDS 

HUC Code: 02080208 

Site Type Name: STATIONARY 

Location Description: 

Supplemental Location: 

Create Date: 01-MAR-2000 00:00:00 

Update Date: 10-APR-2015 14:49:42 

Interest Types: AIR MINOR, STATE MASTER 

SIC Codes: 5171 

SIC Code Descriptions: PETROLEUM BULK STATIONS AND TERMINALS 
NAICS Codes: 424710 

NAICS Code Descriptions: PETROLEUM BULK STATIONS AND TERMINALS. 
Conveyor: AIRS/AFS 

Federal Facility Code: 

Federal Agency Name: 

Tribal Land Code: 


FINDS/FRS 
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Tribal Land Name: 


Congressional Dist No.: 


Census Block Code: 
EPA Region Code: 
County Name: 
US/Mexico Border Ind: 
Latitude: 

Longitude: 

Reference Point: 


04 
518000757011012 
03 

SUFFOLK CITY 


36.729722 
-76.625 


Coord Collection Method: 


Accuracy Value: 
Datum: 
Source: 


Facility Detail Rprt URL: 


NAD83 


http://ofmpub.epa.gov/enviro/fii_query_detail.disp_program_facility?p_registry_id=1 10007320826 


Site: 
US 58 SUFFOLK VA 
Incident Cnty: SUFFOLK (CITY) 
HMIR Incident Reports 
Report No: I-1990070023 
Report Type: A hazardous material incident 
Date of Incident: 05/30/1990 
Time of Incident: 0930 
Haz Class Code: 6.1 
Hazardous Class: POISONOUS MATERIALS 
Commodity Short Nm: — 1 1 1-TRICHLOROETHANE 
Commodity Long Nm: — 1 1 1-TRICHLOROETHANE 
Trade Name: 
ID No: UN2831 
Haz Waste Ind: Yes 
Haz Waste EPA No: 
HMIS Tox Inhalation?: No 
TIH Hazard Zone: 
Qty Released: 5 
Unit of Measure: LGA 
What Failed: 103; 161 
What Failed Desc: Basic Material; Weld or Seam 
How Failed Code: 305; 
How Failed Desc: Crushed; 
Failure Cause Code: 519; 


Failure Cause Desc: 
Ident. Markings: 
Cont1 Pkging Type: 
Cont1 Const Mat: 
Cont1 Head Type: 
Cont1 Pkg Capacity: 
C1 Capacity UOM: 
Cont1 Pkg Amt: 

C1 Pkg Amt UOM: 
Cont1 Pkg Number: 
C1 Pkg NO Failed: 
Cont1 Pkg Mnfctr: 
Cont1 Pkg Mnfct Dt: 
Cont1 Pkg Serial NO: 
C1 Pkg Last Test Dt: 
C1 Test Const Mat: 
C1 Pkg Dsign Pres.: 
C1 Dsign Press UOM: 
C1 Pkg Shell Thick: 
C1 Shell Thick UOM: 
C1 Head Thickness: 
C1 Head Thick UOM: 
C1 Pkg Srvc Pres.: 
C1 Srvc Press UOM: 
C1 Valve/Device Fail?: 


Inadequate Blocking and Bracing; 


55 


LGA 


45 
8 
NOT REPORTED BY CARRIER 


No 


Fed DOT Agency Nm: 
Fed DOT Report No: 
Report Submit Sre: 
Inc Multiple Rows: 
Inc Non US State: 
Mode Transport: 
Transport Phase: 
Incident Occrrnce: 
Mat Ship Approval?: 
Mat Ship Approv No: 


Undec! Hazmat Ship?: 


Packaging Type: 
Packing Group: 
Carrier Reporter: 

CR Street Name: 

CR City: 

CR State: 

CR Postal Code: 

CR Non US Siate: 
CR Fed DOT ID: 

CR Hazmat Reg ID: 
CR Country: 
Shipper Name: 
Shipper Street Name: 
Shipper City: 
Shipper State: 
Shipper Postal: 
Shipper Non US St: 
Shipper Country: 
Shipper Waybill: 
Ship Hazmat Reg ID: 
Origin City: 

Origin State: 

Origin Postal: 

Origin Non US St: 
Origin Country: 
Destination City: 
Destination State: 
Destination Postal: 
Destination Non US: 
Destination Country: 
Cont2 Package Type: 
Cont2 Const Mat: 
Cont2 Pkg Capacity: 
Cont2 Capacity UOM: 
Cont2 Pkg Amount: 


Paper 
No 


Highway 
IN TRANSIT 


No 


No 
Non-Bulk 


BED ROCK INC. 
8141 E 7TH ST 
JOPLIN 

MO 

64801-9283 


1007292 


US 

CANON VIRGINIA INC 
12000 CANON BLVD 
NEWPORT NEWS 

VA 

23606-4201 


US 
MDN/90147 


NEWPORT NEWS 
VIRGINIA 
23606 


US 


MOUNT PLEASANT 
TENNESSEE 


US 


‘AMIRS 
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C1 Device Type: 
C1 Device Mnfctr: 
C1 Device Model: 
NRC No: 


RAM Pkg Category: 
RAM Pkg Cert.: 

RAM Pkg Cert. NBR: 
RAM Nuclide S: 

RAM Transport Index: 
RAM UOM: 

RAM Activity Rpted: 
RAM UOM Rpted: 
RAM Activity: 

RAM Activity VOM: 
RAM Mat Safety: 
Spillage Result: 

Fire Result: 
Explosion Result: 
Water Sewer Result: 
Gas Dispersion: 
Environment Damage: 
No Release Result: 
Fire EMS Report: 

Fire EMS EMS Report: 
Police Report: 

Police Report No: 

In House Cleanup: 
Other Cleanup: 
Damage > 500: 
Material Loss: 

Carrier Damage: 
Property Damage: 
Response Cost: 
Remediation Cost: 
Damage Old Form: 
Total Damages Amt: 
Hazmat Fatality: 

Haz Fatal Employees: 
Haz Fatal Respndrs: 
Haz Fatal Gen Public: 
Tot Hazmat Fatalities: 
Non Hazmat Fatality: 
Non Hazmat Fatals: 
Hazmat Injury: 

Haz Hospital Empl: 
Haz Hospital Resp: 
Haz Hosp Gen Public: 
Haz Hosp Old Form: 
Total Haz Hosp Inj: 


Haz Non Hosp Empl: 
Haz Non Hosp Resp: 
Description of Events: 


FALSE 


Yes 


Cont2 Pkg Amt UOM: 
Cont2 Pkg No: 
Cont2 Pkg No Failed: 


Haz NonHosp Public: 
Haz NonHosp Old: 
Tot Haz Non Hosp Inj: 
Total Hazmat Injuries: 
Evacuation Indicator: 
Public Evacuated: 
Employees Evac: 
Total Evacuated: 
Total Evacuation Hrs: 
Major Artery Closed: 
Mjr Artery Hrs Closed: 
Material Involved: 
Estimated Speed: 
Weather Conditions: 
Vehicle Overturn: 
Vehicle Left Roadway: 
Passenger Aircraft: 
Cargo Baggage: 

Ship Non Transport: 
Ship Air First Flight: 
Ship Air Subflight: 
Ship Init Transport: 
Ship Phase Transfer: 
Contact Name: 
Contact Title: 

Contact Business: 
Contact Street: 
Contact City: 

Contact State: 
Contact Postal: 
Contact Non US St: 
Contact Country: 

Inc. Report Prepared: 
HMIS Serious Incidnt: 
HMIS Serious Fatality: 
HMIS Serious Injury: 
HMIS Flight Plan: 
HMIS Serious Evacs: 
HMIS Major Artery: 
HMIS Bulk Release: 
HMIS Marine Pollutnt: 
HMIS Radioactive: 
HMIS Gen Pkg Type: 
HMIS Container Code: 
HMIS Container Desc: 


HMIS Bulk Incident: 
Undeclared Shipment: 


[o) 


SCZOCZOCDODOZOOOCSO 
°o 


Zz 
(ou) 


Z2Z222 
o0o00 


No 
JEFF COONEY 
SAFETY SUPV 


US 


No 
No 
No 
No 
No 
No 
No 
No 
No 


OHMIR.Ref_Container.descr_txt 


17E/17H 


Reconditioned 17E (closed head) converted to 
17H (open head) STC* RHR* 


No 
No 


THIS LOAD OF 45 DRUMS WAS IMPROPERLY LOADED BY LEAVING ABOUT 20 FEET OF SPACE IN THE 
FRONT OF THE TRAILER WITH ONE LOAD LOCK HOLDING THE DRUMS. DRIVER APPLIED THE BRAKES 
AT A STOP LIGHT IN SUFFOLK VA AND LOAD SHIFTED FORWARDED CRUSHING 9 DRUMS OF WASTE 
1'1'1' TRICHLOROETHANE. THESE 9 DRUMS WERE ALL LEAKING. FOUR WERE OVERPACKED AND 5 
WERE PUMPED INTO NEW CONTAINERS. W.L. BLACK & ASSOCS. OF CHESAPEAKE VA RESPONDED TO 
THE INCIDENT. THIS WAS IN A LINED VAN AND ALL MATERIAL WAS CONTAINED INSIDE THE TRAILER. 
THE TRAILER FLOOR WAS CLEANED BY CONSIGNEE. LOAD PROCEEDED ON WITHOUT FURTHER 


INCIDENT. 
Recommend Actions Taken: 
Site: eee 
ROUTE 58 SUFFOLK VA HMIRS 
Incident Cnty: SUFFOLK (CITY) 
HMIR Incident Reports 
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Report No: 
Report Type: 
Date of Incident: 
Time of Incident: 
Haz Class Code: 
Hazardous Class: 


Commodity Short Nm: 
Commodity Long Nm: 


Trade Name: 

ID No: 

Haz Waste Ind: 
Haz Waste EPA No: 


HMIS Tox Inhalation?: 


TIH Hazard Zone: 
Qty Released: 

Unit of Measure: 
What Failed: 

What Failed Desc: 
How Failed Code: 
How Failed Desc: 
Failure Cause Code: 
Failure Cause Desc: 


Ident. Markings: 


Cont1 Pkging Type: 
Cont1 Const Mat: 
Cont1 Head Type: 
Cont1 Pkg Capacity: 
C1 Capacity UOM: 
Cont1 Pkg Amt: 

C1 Pkg Amt UOM: 
Cont1 Pkg Number: 
C1 Pkg NO Failed: 
Cont1 Pkg Mnfctr: 
Cont1 Pkg Mnfct Dt: 
Cont1 Pkg Serial NO: 
C1 Pkg Last Test Dt: 
C1 Test Const Mat: 
C1 Pkg Dsign Pres.: 
C1 Dsign Press UOM: 
C1 Pkg Shell Thick: 
C1 Shell Thick UOM: 
C1 Head Thickness: 
C1 Head Thick UOM: 
C1 Pkg Srvc Pres.: 
C1 Srvc Press UOM: 


C1 Valve/Device Fail?: 


C1 Device Type: 
C1 Device Mnfctr: 
C1 Device Model: 
NRC No: 


RAM Pkg Category: 
RAM Pkg Cert.: 
RAM Pkg Cert. NBR: 
RAM Nuclide S: 


RAM Transport Index: 


RAM UOM: 

RAM Activity Rpted: 
RAM UOM Rpted: 
RAM Activity: 

RAM Activity UOM: 
RAM Mat Safety: 
Spillage Result: 

Fire Result: 
Explosion Result: 
Water Sewer Result: 


1-2002021082 


A hazardous material incident 


01/27/2002 
1130 
3 


FLAMMABLE - COMBUSTIBLE LIQUID 
GASOLINE INCLUDES GASOLI 
GASOLINE INCLUDES GASOLINE MIXED 
WITH ETHYL ALCOHOL WITH NOT MORE 


THAN 10% ALCOHOL 


E-10 UNLEADED AND E-10 PREMIUM 


UN1203 
No 


No 

7700 

LGA 

303; 

Burst or Ruptured; 
531; 537 


Rollover Accident; Vehicular Crash or Accident 


Damage 


FRUEHAUF MFTG CO 


1H4TD4427L 


No 


592403 


FALSE 


Yes 
Yes 
Yes 
No 


Fed DOT Agency Nm: 
Fed DOT Report No: 
Report Submit Sre: 
Inc Multiple Rows: 
Inc Non US State: 
Mode Transport: 
Transport Phase: 
Incident Occrrnce: 


Mat Ship Approval?: 
Mat Ship Approv No: 
Undec! Hazmat Ship?: 
Packaging Type: 
Packing Group: 
Carrier Reporter: 

CR Street Name: 

CR City: 

CR State: 

CR Postal Code: 

CR Non US State: 
CR Fed DOT ID: 

CR Hazmat Reg ID: 
CR Country: 


Shipper Name: 


Shipper Street Name: 
Shipper City: 
Shipper State: 
Shipper Postal: 
Shipper Non US St: 
Shipper Country: 
Shipper Waybill: 
Ship Hazmat Reg ID: 
Origin City: 

Origin State: 

Origin Postal: 

Origin Non US St: 
Origin Country: 
Destination City: 
Destination State: 
Destination Postal: 
Destination Non US: 
Destination Country: 
Cont2 Package Type: 
Coni2 Const Mat: 
Cont2 Pkg Capacity: 
Cont2 Capacity UOM: 
Cont2 Pkg Amount: 
Cont2 Pkg Amt UOM: 
Cont2 Pkg No: 

Cont2 Pkg No Failed: 


Haz NonHosp Public: 
Haz NonHosp Old: 
Tot Haz Non Hosp Inj: 
Total Hazmat Injuries: 
Evacuation Indicator: 
Public Evacuated: 
Employees Evac: 
Total Evacuated: 
Total Evacuation Hrs: 
Major Artery Closed: 
Mjr Artery Hrs Closed: 
Material Involved: 
Estimated Speed: 
Weather Conditions: 
Vehicle Overturn: 


Paper 
No 


Highway 
IN TRANSIT 


No 


No 
Cargo Tank Motor Vehicle (CTMV) 


OIL TRANSPORT INCORPORATED 
4419 BAINBRIDGE BLVD 
CHESAPEAKE 

VA 

23320-6301 


121057 
US 


TRANSMONTAIGNE PRODUCT SERVICES 
INC. 

7600 HALIFAX LN 

CHESAPEAKE 

VA 

23324-1316 


US 
58254 


CHESAPEAKE 
VIRGINIA 
23324 


US 
FRANKLIN 
VIRGINIA 
23851 


US 


[o) 


SOZ0CDDOZGOOOO 
oO 


oO 
ow 
ao 


Zz 
ro) 
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Gas Dispersion: 
Environment Damage: 
No Release Result: 
Fire EMS Report: 

Fire EMS EMS Report: 
Police Report: 

Police Report No: 

In House Cleanup: 
Other Cleanup: 
Damage > 500: 
Material Loss: 

Carrier Damage: 
Property Damage: 
Response Cost: 
Remediation Cost: 
Damage Old Form: 
Total Damages Amt: 
Hazmat Fatality: 

Haz Fatal Employees: 
Haz Fatal Respndrs: 
Haz Fatal Gen Public: 
Tot Hazmat Fatalities: 
Non Hazmat Fatality: 
Non Hazmat Fatals: 
Hazmat Injury: 

Haz Hospital Empl: 
Haz Hospital Resp: 
Haz Hosp Gen Public: 
Haz Hosp Old Form: 
Total Haz Hosp Inj: 
Haz Non Hosp Empl: 
Haz Non Hosp Resp: 
Description of Events: 


No 
Yes 
No 
No 


No 


No 
No 
Yes 
7500 
80000 
23000 
0 
90000 
20000 
220500 
No 


Recommend Actions Taken: 


Vehicle Left Roadway: No 
Passenger Aircraft: No 
Cargo Baggage: 

Ship Non Transport: No 
Ship Air First Flight: No 


Ship Air Subflight: No 

Ship Init Transport: No 

Ship Phase Transfer: No 

Contact Name: JAMES B GREGORY 
Contact Title: SAFETY DIRECTOR 
Contact Business: 

Contact Street: 

Contact City: 

Contact State: 

Contact Postal: 


Contact Non US St: 


Contact Country: US 
Inc. Report Prepared: 
HMIS Serious Incidnt: Yes 


HMIS Serious Fatality: No 
HMIS Serious Injury: No 


HMIS Flight Plan: No 

HMIS Serious Evacs: No 

HMIS Major Artery: No 

HMIS Bulk Release: Yes 

HMIS Marine Pollutnt: — No 

HMIS Radioactive: No 

HMIS Gen Pkg Type: OHMIR.Ref_Container.descr_txt 
HMIS Container Code: MC306 

HMIS Container Desc: Cargo tanks 

HMIS Bulk Incident: Yes 


Undeclared Shipment: No 
WHILE PASSING ANOTHER VEHICLE DRIVER LET VEHICLE WHEELS RUN OFF EDGE OF HARD SURFACE 
INTO SOFT DIRT AND MUD (NO SHOULDER) CAUSING HIM TO LOSE CONTROL RESULTING IN VEHICLE 
RUNNING INTO MEDIAN STRIP WHERE THE TRAILER WHEELS STRUCK A CONCRETE CULVERT. THIS 
CAUSED THE TRAILER REAR END TO GO AIRBORNE AND WHEN THE TRAILER CAME DOWN THE RIGHT 
FRONT END STRUCK HARD SURFACE OF THE ONCOMING LANE. THE FRONT COMPARTMENT 
CONTAINING 3 000 GALLONS OF GASOLINE RUPTURED ON CONTACT SPREADING GASOLINE SEVERAL 
YARDS IN ALL DIRECTIONS. ENTIRE VEHICLE SKIDDED ON THE ASPHALT ROAD SURFACE FOR ABOUT 
FIFTY FEET. BY THE TIME THE VEHICLE STOPPED SLIDING THE GASOLINE HAD CAUGHT FIRE. THE 
THREE REMAINING TANKS CAUGHT FIRE AND EXPLODED AT ABOUT FIVE MINUTE INTERVALS. ALL 
GASOLINE SPILLED FORM THE TANKER BUT IT IS BELIEVED THAT MORE THEN NINETY PER CENT 
BURNED BEFORE RUNNING INTO THE MEDIAN STRIP AND SHOULDER OF EAST BOUND LANE OF 
TRAFFIC. NO INDICATION OF GASOLINE RUNNING INTO NAVIGABLE WATER. INDUSTRIAL MARINE 
SERVICES A LICENSED HM CLEANUP AND RECOVERY COMPANY HANDLED CLEANUP AND 
REMEDIATION. DRIVER HIRING PRACTICES DRIVER TRAINING AND ENTIRE SAFETY PROGRAM IS 
CURRENTLY BEING REVIEWED AND APPROPRIATE ADDITIONAL MEASURES WILL BE PLACED INTO 
EFFECT AS NEEDED TO ENSURE THERE WILL BE NO ADDITIONAL ACCIDENTS OF THIS NATURE. 
NATIONAL RESPONSE CENTER REFERENCE # 592403 


Site: 


EPA Handler ID: 
Land Type Code: 
Land Type Desc: 


Federal Waste Generator Code: 


Gen Status Univ Code: 
Gen Status Univ Desc: 
Importer Activity: 


Mixed Waste Generator: 


Transporter Activity: 
Transfer Facility: 
Recycler Activity: 


Onsite Burner Exemption: 


Furnace Exemption: 


Underground Inject Activity: 
Receives Waste from Offsite: 


TSD Type: 
TSD Activity: 


SHERWIN-WILLIAMS CO THE 
SUFFOLK PLAZA HWY 460 SUFFOLK VA 23435 


“RCRA NON GEN ~ 


VAD062344973 


N 

N 

No Report 
No 

No 
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Corrective Action Univ: 
Action has been Imposed: 
Action under 3004 (U)/V): 
Institutional Control Indicator: 
Used Oil Transporter: 
Used Oil Transfer Facility: 
Used Oil Processor: 

Used Oil Refiner: 

Used Oil Burner: 

Used Oil Market Burner: 
Used Oil Spec Marketer: 
Activity Location: 

County Code: 

County Name: 

Contact Name: 

Contact Phone No and Ext: 
Contact Email: 

Contact Address: 

Mailing Address: 


Violation/Evaluation Summary 


Note: 


Handler Details 


Source Type: N 


Receive Date: 19800818 


Non Notifier: 

Acknowledge Flag: 
Acknowledge Date: 
Accessibility: 

Land Type: 

Fed Waste Gen Own: HQ 
Fed Waste Gen Cd: N 
Fed Waste Gen Desc: 

ST Waste Gen Own: VA 
State Waste Gen Cd: 4 


Short Term Gen: No 
Importer Activity: No 
Mixed Waste Gen: No 
Transporter: No 
Transfer Facility: No 
TSD Activity: No 
Recycler Activity: No 
Onsite Burn Exempt: No 
Furnace Exemption: No 
Underground Inject: No 
Off Site Receipt: No 
Waste Dest Fac: No 
Subpart K College: 

Subpart K Hospital: 
Subpart K Non Profit: 
Subpart K Withdraw: 
Include Ntn! Rprt: 
Reporting Cycle: 

LQHUW: No 
Trader Importer: 

Trader Exporter: 

Slab Importer: 

Slab Exporter: 

Current Record: Yes 
Location Country: US 


State District Owner: VA 


Hazardous Waste Details 


No 
No 


VA 

VA800 
SUFFOLK CITY 
H. WILLIAMS JR 
216-566-3096 


SUFFOLK PLAZA HWY 460 , SUFFOLK , VA, 23435 , US 
SUFFOLK PLAZA HWY 460 , SUFFOLK , VA, 23435 , US 


As of Jan 24 2018, there are no Compliance Monitoring and Enforcement (violation) records associated with this 


facility (EPA ID). 


Used Oil Transporter: 


UO Transfer Fac: 
Used Oil Processor: 
Used Oil Refiner: 
Used Oil Burner: 
UO Market Burner: 
UO Spec Marketer: 
Current Site Name: 
Location Street No: 
Location Street 1: 
Location Street 2: 
Location City: 
Location State: 
Location Zip Code: 
County Code: 
State District: 
Mailing Street No: 
Mailing Street 1: 
Mailing Street 2: 
Mailing City: 
Mailing State: 
Mailing Zip Code: 
Mailing Country: 
Contact First Name: 


Contact Middle Initial: 


Contact Last Name: 
Contact Street No: 
Contact Street 1: 
Contact Street 2: 
Contact City: 
Contact State: 
Contact Zip: 
Contact Country: 
Contact Phone: 
Contact Phone Ext: 
Contact Fax: 
Contact Email Addr: 
Contact Title: 


No 
No 
No 
No 
No 
No 
No 
SHERWIN-WILLIAMS CO THE 


SUFFOLK PLAZA HWY 460 
SUFFOLK 

VA 

23435 

VA800 

6 

SUFFOLK PLAZA HWY 460 
SUFFOLK 

VA 

23435 

US 

H. 

WILLIAMS JR 

SUFFOLK PLAZA HWY 460 


SUFFOLK 


216-566-3096 
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Haz Waste Cd Owner: HQ 
Haz Waste Cd: U159 


BR Waste Code Active Status: 


Waste Code Active Status: 
Waste Code Description: 


Haz Waste Cd Owner: HQ 
Haz Waste Cd: U220 


BR Waste Code Active Status: 


Waste Code Active Status: 
Waste Code Description: 


Haz Waste Cd Owner: HQ 
Haz Waste Cd: D002 


BR Waste Code Active Status: 


Waste Code Active Status: 
Waste Code Description: 


Haz Waste Cd Owner: HQ 
Haz Waste Cd: U239 


BR Waste Code Active Status: 


Waste Code Active Status: 
Waste Code Description: 


Haz Waste Cd Owner: HQ 
Haz Waste Cd: DOOO 
BR Waste Code Active Status: 
Waste Code Active Status: 
Waste Code Description: 


Haz Waste Cd Owner: HQ 
Haz Waste Cd: F002 
BR Waste Code Active Status: 
Waste Code Active Status: 
Waste Code Description: 


Haz Waste Cd Owner: HQ 
Haz Waste Cd: F017 
BR Waste Code Active Status: 
Waste Code Active Status: 
Waste Code Description: 


Haz Waste Cd Owner: HQ 
Haz Waste Cd: U154 
BR Waste Code Active Status: 
Waste Code Active Status: 
Waste Code Description: 


Haz Waste Cd Owner: HQ 
Haz Waste Cd: F005 
BR Waste Code Active Status: 
Waste Code Active Status: 
Waste Code Description: 


Haz Waste Cd Owner: HQ 
Haz Waste Cd: U112 
BR Waste Code Active Status: 
Waste Code Active Status: 
Waste Code Description: 


Source Type: N 
Code Type: U 
Yes 
Yes 
2-BUTANONE (I,T) (OR) METHYL ETHYL KETONE (MEK) (I,T) 


Source Type: N 
Code Type: U 
Yes 
Yes 
BENZENE, METHYL- (OR) TOLUENE 


Source Type: N 
Code Type: D 
Yes 
Yes 
CORROSIVE WASTE 
Source Type: N 
Code Type: U 
Yes 
Yes 


BENZENE, DIMETHYL- (,T) (OR) XYLENE (I) 


Source Type: N 
Code Type: D 
No 
No 
DESCRIPTION 
Source Type: N 
Code Type: F 
Yes 
Yes 


THE FOLLOWING SPENT HALOGENATED SOLVENTS: TETRACHLOROETHYLENE, METHYLENE 
CHLORIDE, TRICHLOROETHYLENE, 1,1,1-TRICHLOROETHANE, CHLOROBENZENE, 1,1,2-TRICHLORO- 
1,2,2-TRIFLUOROETHANE, ORTHO-DICHLOROBENZENE, TRICHLOROFLUOROMETHANE, AND 1,1,2, 
TRICHLOROETHANE; ALL SPENT SOLVENT MIXTURES/BLENDS CONTAINING, BEFORE USE, A TOTAL OF 
TEN PERCENT OR MORE (BY VOLUME) OF ONE OR MORE OF THE ABOVE HALOGENATED SOLVENTS OR 
THOSE SOLVENTS LISTED IN F001, F004, AND F005; AND STILL BOTTOMS FROM THE RECOVERY OF 
THESE SPENT SOLVENTS AND SPENT SOLVENT MIXTURES. 


Source Type: N 
Code Type: F 
No 
No 
DESCRIPTION 
Source Type: N 
Code Type: U 
Yes 
Yes 


METHANOL (I) (OR) METHYL ALCOHOL (I) 


Source Type: N 

Code Type: F 
Yes 
Yes 
THE FOLLOWING SPENT NONHALOGENATED SOLVENTS: TOLUENE, METHYL ETHYL KETONE, CARBON 
DISULFIDE, ISOBUTANOL, PYRIDINE, BENZENE, 2-ETHOXYETHANOL, AND 2-NITROPROPANE; ALL SPENT 
SOLVENT MIXTURES/BLENDS CONTAINING, BEFORE USE, A TOTAL OF TEN PERCENT OR MORE (BY 
VOLUME) OF ONE OR MORE OF THE ABOVE NONHALOGENATED SOLVENTS OR THOSE SOLVENTS 
LISTED IN F001, F002, OR F004; AND STILL BOTTOMS FROM THE RECOVERY OF THESE SPENT 
SOLVENTS AND SPENT SOLVENT MIXTURES. 


Source Type: N 
Code Type: U 
Yes 
Yes 
ACETIC ACID, ETHYL ESTER (I) (OR) ETHYL ACETATE (I) 
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Haz Waste Cd Owner: HQ 
Haz Waste Cd: D001 


BR Waste Code Active Status: 


Waste Code Active Status: 
Waste Code Description: 


Haz Waste Cd Owner: HQ 
Haz Waste Cd: P090 


BR Waste Code Active Status: 


Waste Code Active Status: 
Waste Code Description: 


Haz Waste Cd Owner: HQ 
Haz Waste Cd: U150 


BR Waste Code Active Status: 


Waste Code Active Status: 
Waste Code Description: 


Haz Waste Cd Owner: HQ 
Haz Waste Cd: F003 


BR Waste Code Active Status: 


Waste Code Active Status: 
Waste Code Description: 


Haz Waste Cd Owner: HQ 
Haz Waste Cd: D003 


BR Waste Code Active Status: 


Waste Code Active Status: 
Waste Code Description: 


Haz Waste Cd Owner: HQ 
Haz Waste Cd: F018 
BR Waste Code Active Status: 
Waste Code Active Status: 
Waste Code Description: 


Haz Waste Cd Owner: HQ 
Haz Waste Cd: U002 
BR Waste Code Active Status: 
Waste Code Active Status: 
Waste Code Description: 


Haz Waste Cd Owner: HQ 
Haz Waste Cd: U031 
BR Waste Code Active Status: 
Waste Code Active Status: 
Waste Code Description: 


Haz Waste Cd Owner: HQ 
Haz Waste Cd: U161 
BR Waste Code Active Status: 
Waste Code Active Status: 
Waste Code Description: 


Owner/Operator Details 


Source Type: N 
Code Type: D 
Yes 
Yes 
IGNITABLE WASTE 
Source Type: N 
Code Type: P 
No 
No 
DESCRIPTION 
Source Type: N 
Code Type: U 
Yes 
Yes 


L-PHENYLALANINE, 4-[BIS(2-CHLOROETHYL)AMINO}]- (OR) MELPHALAN 


Source Type: N 

Code Type: F 
Yes 
Yes 
THE FOLLOWING SPENT NONHALOGENATED SOLVENTS: XYLENE, ACETONE, ETHYL ACETATE, ETHYL 
BENZENE, ETHYL ETHER, METHYL ISOBUTYL KETONE, N-BUTYL ALCOHOL, CYCLOHEXANONE, AND 
METHANOL; ALL SPENT SOLVENT MIXTURES/BLENDS CONTAINING, BEFORE USE, ONLY THE ABOVE 
SPENT NONHALOGENATED SOLVENTS; AND ALL SPENT SOLVENT MIXTURES/BLENDS CONTAINING, 
BEFORE USE, ONE OR MORE OF THE ABOVE NONHALOGENATED SOLVENTS, AND A TOTAL OF TEN 
PERCENT OR MORE (BY VOLUME) OF ONE OR MORE OF THOSE SOLVENTS LISTED IN F001, F002, F004, 
AND F005; AND STILL BOTTOMS FROM THE RECOVERY OF THESE SPENT SOLVENTS AND SPENT 
SOLVENT MIXTURES. 


Source Type: N 
Code Type: D 
Yes 
Yes 
REACTIVE WASTE 
Source Type: N 
Code Type: F 
No 
No 
DESCRIPTION 
Source Type: N 
Code Type: U 
Yes 
Yes 


2-PROPANONE (I) (OR) ACETONE (I) 


Source Type: N 
Code Type: U 
Yes 
Yes 
1-BUTANOL (I) (OR) N-BUTYL ALCOHOL (I) 


Source Type: N 
Code Type: U 
Yes 
Yes 
4-METHYL-2-PENTANONE (I) (OR) METHYL ISOBUTYL KETONE (I) (OR) PENTANOL, 4-METHYL- 


Owner/Operator Ind: CP Country: 

Name: OPERNAME Zip Code: 99999 

Street No: Phone: 215-555-1212 
Street 1: OPERSTREET Type: P 

Street 2: Date Became Current: 

City: OPERCITY Date Ended Current: 

State: AK 
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Source Type: 


Owner/Operator Ind: co Country: 
Name: SHERWIN-WILLIAMS CO Zip Code: 99999 
Street No: Phone: 215-555-1212 
Street 1: OWNERSTREET Type: P 
Street 2: Date Became Current: 
City: OWNERCITY Date Ended Current: 
State: AK 
Source Type: N 
Site: | CHILTON RADIATOR SERVICE INC 
308 NORFOLK & WESTERN AVE SUFFOLK VA 23434 RCRA NON GEN " 
EPA Handler ID: VAD023971708 
Land Type Code: 
Land Type Desc: 
Federal Waste Generator Code: N 
Gen Status Univ Code: N 
Gen Status Univ Desc: No Report 
Importer Activity: No 
Mixed Waste Generator: No 
Transporter Activity: No 
Transfer Facility: No 
Recycler Activity: No 
Onsite Burner Exemption: No 
Furnace Exemption: No 
Underground Inject Activity: No 
Receives Waste from Offsite: No 
TSD Type: wre 
TSD Activity: No 
Corrective Action Univ: No 
Action has been Imposed: No 
Action under 3004 (U)/V): No 
Institutional Control Indicator: N 
Used Oil Transporter: 
Used Oil Transfer Facility: 
Used Oil Processor: 
Used Oil Refiner: 
Used Oil Burner: 
Used Ojl Market Burner: 
Used Oil Spec Marketer: 
Activity Location: VA 
County Code: VA800 
County Name: SUFFOLK CITY 
Contact Name: SAM CHILTON 
Contact Phone No and Ext: 804-539-5211 
Contact Email: 
Contact Address: 308 NORFOLK & WESTERN AVE , SUFFOLK , VA, 23434 , US 
Mailing Address: 308 NORFOLK & WESTERN AVE , SUFFOLK , VA, 23434 , US 


Violation/Evaluation Summary 


Note: 


Violation/Evaluation Details 


Evaluation ID: 001 
Found Violation: N 

Eval Start Date: 20170223 
Evaluation Agency: S) 
Evaluation Type: CEl 

Eval Resp Person: R6LAS 
Eval Suborg: TW 
Citizen Complaint: No 
Multimedia Inspect: No 
Sampling Flag: No 


There are NO VIOLATION details or records associated with this facility (EPA ID) in the Compliance Monitoring 
and Enforcement table dated Jan 24 2018. 


Former Citation: 
Sched Compl Dt: 
Enforcement ID: 
Enforcement Agency: 
Enforce Action Dt: 
Enforcement Type: 
Enforce Type Desc: 
Enforce Resp Person: 
Enforce Suborg: 
Enforce Actvty Loc: 
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Not Subtitle C: 
Focus Area: 

Focus Area Desc: 
Handler Actvty Loc: 
Handler Name: 
Region: 

State: 

Land Type: 

Date of Request: 


Date Response Revd: 


Request Agency: 
Request Actvty Loc: 
Viol Activity Loc: 
Viol Determined: 
Violation Type: 

Viol Determined Dt: 
Rirn to Comp! Dt: 
Rirn to Comp! Qual: 
Viol Resp Agency: 


Evaluation Type Description: 


No 


VA 
CHILTON RADIATOR SERVICE INC 
03 
VA 


Violation Short Description: 


Respondent Name: 


SEP Type Description: 


Handler Details 


Source Type: 
Receive Date: 

Non Notifier: 
Acknowledge Flag: 
Acknowledge Date: 
Accessibility: 

Land Type: 

Fed Waste Gen Own: 
Fed Waste Gen Cd: 


Fed Waste Gen Desc: 


ST Waste Gen Own: 
State Waste Gen Cd: 
Short Term Gen: 
Importer Activity: 
Mixed Waste Gen: 
Transporter: 
Transfer Facility: 
TSD Activity: 
Recycler Activity: 
Onsite Burn Exempt: 
Furnace Exemption: 
Underground Inject: 
Off Site Receipt: 
Waste Dest Fac: 
Subpart K College: 
Subpart K Hospital: 


Subpart K Non Profit: 


Subpart K Withdraw: 
Include Ntnl Rprt: 
Reporting Cycle: 
LQHUW: 

Trader Importer: 
Trader Exporter: 
Slab Importer: 

Slab Exporter: 
Current Record: 
Location Country: 
State District Owner: 


Handler Details 


Source Type: 
Receive Date: 


N 
19861028 


HQ 
2 
Small Quantity Generator 


No 
No 
No 
No 
No 
No 
No 
No 
No 
No 
No 
No 


No 


I 
20170327 


Docket No: 
Attorney: 


Corr Act Component: 


Appeal Init Dt: 
Appeal Resolved Dt: 
Disposition Status: 
Disp Status Dt: 

Disp Status Desc: 
Lead Agency: 


Expenditure Amount: 


SEP Sched Comp Dt: 
SEP Actual Comp Dt: 
SEP Defaulted Dt: 
SEP Type: 

Prop Penalty Amt: 
Final Monetary Amt: 
Paid Amount: 

Final Count: 

Final Amount: 


COMPLIANCE EVALUATION INSPECTION ON-SITE 


Used Oil Transporter: 


UO Transfer Fac: 
Used Oil Processor: 
Used Oil Refiner: 
Used Oil Burner: 
UO Market Burner: 
UO Spec Marketer: 
Current Site Name: 
Location Street No: 
Location Street 1: 
Location Street 2: 
Location City: 
Location State: 
Location Zip Code: 
County Code: 
State District: 
Mailing Street No: 
Mailing Street 1: 
Mailing Street 2: 
Mailing City: 
Mailing State: 
Mailing Zip Code: 
Mailing Country: 
Contact First Name: 


Contact Middle Initial: 


Contact Last Name: 
Contact Street No: 
Contact Street 1: 
Contact Street 2: 
Contact City: 
Contact State: 
Contact Zip: 
Contact Country: 
Contact Phone: 
Contact Phone Ext: 
Contact Fax: 
Contact Email Addr: 
Contact Title: 


Used Oil Transporter: 


UO Transfer Fac: 


No 

No 

No 

No 

No 

No 

No 

CHILTON RADIATOR SERVICE INC 
308 NORFOLK & WESTERN AVE 


SUFFOLK 


308 NORFOLK & WESTERN AVE 


SUFFOLK 


CHILTON 

308 NORFOLK & WESTERN AVE 
SUFFOLK 

VA 


804-539-5211 


No 
No 
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Non Notifier: 
Acknowledge Flag: 
Acknowledge Date: 
Accessibility: 

Land Type: 

Fed Waste Gen Own: 
Fed Waste Gen Cd: 
Fed Waste Gen Desc: 
ST Waste Gen Own: 
State Waste Gen Cd: 
Short Term Gen: 
Importer Activity: 
Mixed Waste Gen: 
Transporter: 
Transfer Facility: 
TSD Activity: 
Recycler Activity: 
Onsite Burn Exempt: 
Furnace Exemption: 
Underground Inject: 
Off Site Receipt: 
Waste Dest Fac: 
Subpart K College: 
Subpart K Hospital: 
Subpart K Non Profit: 
Subpart K Withdraw: 
Include Ntnl! Rprt: 
Reporting Cycle: 
LQHUW: 

Trader Importer: 
Trader Exporter: 
Slab Importer: 

Slab Exporter: 
Current Record: 
Location Country: 
State District Owner: 


Hazardous Waste Details 


Haz Waste Cd Owner: 
Haz Waste Cd: 


HQ 
DO00 


BR Waste Code Active Status: No 
Waste Code Active Status: No 


Waste Code Description: 


Owner/Operator Details 


Owner/Operator Ind: 
Name: 

Street No: 

Street 1: 

Street 2: 

City: 

State: 

Source Type: 


Owner/Operator Ind: 
Name: 

Street No: 

Street 1: 

Street 2: 

City: 

State: 

Source Type: 


Owner/Operator Ind: 
Name: 

Street No: 

Street 1: 


DESCRIPTION 


CP 
OPERNAME 


OPERSTREET 
OPERCITY 
AK 

| 


co 
CHILTON, SAM 


OWNERSTREET 
OWNERCITY 
AK 

N 


CP 
OPERNAME 


OPERSTREET 


Used Oil Processor: 
Used Oil Refiner: 
Used Oil Burner: 
UO Market Burner: 
UO Spec Marketer: 
Current Site Name: 
Location Street No: 
Location Street 1: 
Location Street 2: 
Location City: 
Location State: 
Location Zip Code: 
County Code: 
State District: 
Mailing Street No: 
Mailing Street 1: 
Mailing Street 2: 
Mailing City: 
Mailing State: 
Mailing Zip Code: 
Mailing Country: 
Contact First Name: 


Contact Middle Initial: 


Contact Last Name: 
Contact Street No: 
Contact Street 1: 
Contact Street 2: 
Contact City: 
Contact State: 
Contact Zip: 
Contact Country: 
Contact Phone: 
Contact Phone Ext: 
Contact Fax: 
Contact Email Addr: 
Contact Title: 


Source Type: 
Code Type: 


Country: 
Zip Code: 
Phone: 
Type: 


Date Became Current: 


Date Ended Current: 


Country: 
Zip Code: 
Phone: 


Type: 


Date Became Current: 


Date Ended Current: 


Country: 
Zip Code: 
Phone: 
Type: 


No 
No 
No 
No 
No 


CHILTON RADIATOR SERVICE INC 


308 NORFOLK & WESTERN AVE 


SUFFOLK 
VA 

23434 
VA800 

6 


308 NORFOLK & WESTERN AVE 


SUFFOLK 
VA 


CHILTON 


308 NORFOLK & WESTERN AVE 


SUFFOLK 


804-539-5211 


US 

99999 
215-555-1212 
P 


99999 
215-555-1212 
P 


99999 
215-555-1212 
P 
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Street 2: 
City: 

State: 
Source Type: 


Owner/Operator Ind: 
Name: 

Street No: 

Street 1: 

Street 2: 

City: 

State: 

Source Type: 


OPERCITY 
AK 
N 


co 
CHILTON, SAM 


OWNERSTREET 
OWNERCITY 


AK 
| 


Site: | HOLLAND ENTERPRISES 


NANSEMOND PKWY SUFFOLK VA 23434 


Site ID: 

EPA ID: 

NPL: 

Federal Facility: 
Non NPL Status: 


Action Information 


Operable Units: 
Action Code: 
Action Name: 
SEQ: 


Operable Units: 
Action Code: 
Action Name: 
SEQ: 


Operable Units: 
Action Code: 
Action Name: 
SEQ: 


Operable Units: 
Action Code: 
Action Name: 
SEQ: 


0302652 
VAD980539399 
Not on the NPL 
No 


Date Became Current: 
Date Ended Current: 


Country: 

Zip Code: 

Phone: 

Type: 

Date Became Current: 
Date Ended Current: 


FIPS Code: 
Cong District: 
County: 
Region: 


US 

99999 
215-555-1212 
P 


51800 

04 

SUFFOLK CITY 
03 


NFRAP-Site does not qualify for the NPL based on existing information 


RV ASSESS 
1 


DS 
DISCVRY 


00 

VS 

ARCH SITE 
1 


Start Actual: 
Finish Actual: 
Qual: 

Curr Action Lead: 


Start Actual: 
Finish Actual: 
Qual: 

Curr Action Lead: 


Start Actual: 
Finish Actual: 
Qual: 

Curr Action Lead: 


Start Actual: 
Finish Actual: 
Qual: 

Curr Action Lead: 


03/10/1992 
04/29/1992 


EPA Perf 


06/01/1981 
06/01/1981 


EPA Perf 
08/01/1984 
09/01/1984 
N 

St Perf 
09/01/1984 


EPA Perf In-Hse 


SEMS ARCHIVE 


Site: US 58 - Dust and road dirt 
US 58 Suffolk VA 


IR No: 

Reference ID: 
Status: 

Incident Type: 
Incident Subtype: 
Effect to Receptor: 
Associated IR: 
Incident Dte Time: 
Call Recvd Dte Time: 
Closure Date: 
Agencies Notified?: 
Other Agencies: 
Threat to: 
Terrorism?: 
Characterize Incident: 
Quantity Units: 
Other Receptors: 

RP Company: 

RP Name: 


Low Quantity to Water: 


2014-T-2200 
24876 

Closed 

Air 

Air * Fugitive Dust 


2/12/2014 
2/13/2014 
2/14/2014 
No 


No 
Unknown 


VDOT 


Impacts: 

Other Impacts: 
Steps Taken: 
System Comp: 
Other System Comp: 
Weather Status: 
Precipitation Wet: 
Discharge Type: 
Discharge Vol: 
Unkwn Discharge?: 
Permitted?: 
Facility Name: 
Property Owner: 
Property Company: 


Duration of Event Hrs: 


Water Body: 
Region: 
FIPS City County: 


No 
No 
Suffolk Regional Landfill 


0 


Tidewater 
Suffolk City 


SPILLS ~ 
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High Quantity to Water: 


Incident Ongoing at time of Yes 

Call: 

Call Reprtd by Name: Dave Sellers 

Call Reptd by Company Name: DEQTRO 

Call RP Company Name: SPSA 

Call RP Name: Scott Whitehurst 

Call Prpty Owner Co: 

Call Prpty Owner Name: 

Steps taken Desc: 

Materials: Dirt (0-0 Unknown) * Dust (0-0 Unknown) 

Corrective Action Taken: 

Site Summary: Trucks with blowing residue are possibly those having just hauled a load of wet river bottom material to Cell V at 
Suffolk landfill, and are returning empty to reload. Thick cloud around truck can affect visibility for other drivers. 

Original Call Incident Desc: Trucks with blowing residue are possibly those having just hauled a load of wet river bottom material to Cell V at 
Suffolk landfill, and are returning empty to reload. Thick cloud around truck can affect visibility for other drivers. 

Originial Call Loc Desc: They accelerate in the right lane, westbound, exit right on US58 business to cross over, and then head east on 
US58. 


Cause of Event: 
Closure Comments: Dirt and dust to be covered by VDOT & VSP. 
Original Call Material Desc: 


Site: | Gasoline Spill 


HWY 58 E of RT10 Suffolk VA SPILLS © 
IR No: 2015-T-2508 Impacts: 
Reference ID: 34637 Other Impacts: 
Status: Closed Steps Taken: 
Incident Type: Petroleum System Comp: 
Incident Subtype: Petroleum * Surface Spill Other System Comp: 
Effect to Receptor: Weather Status: N/A 
Associated IR: Precipitation Wet: 0 
Incident Dte Time: 4/23/2015 Discharge Type: N/A 
Call Recvd Dte Time: 4/24/2015 Discharge Vol: 0 
Closure Date: 7/29/2015 Unkwn Discharge?: No 
Agencies Notified?: Permitted?: No 
Other Agencies: Facility Name: 
Threat to: Ground Water Property Owner: 
Terrorism?: No Property Company: 
Characterize Incident: Accidental Duration of Event Hrs: 0 
Quantity Units: Water Body: 
Other Receptors: Region: Tidewater 
RP Company: Unknown Tractor Trailer FIPS City County: Suffolk City 
RP Name: 


Low Quantity to Water: 
High Quantity to Water: 
Incident Ongoing at time of 


Call: 

Call Reprtd by Name: 

Call Reptd by Company Name: 

Call RP Company Name: 

Call RP Name: 

Call Prpty Owner Co: 

Call Prpty Owner Name: 

Steps taken Desc: 

Materials: Gasoline (0-0 Unknown) 

Corrective Action Taken: 

Site Summary: ---RHMO INVEST RESPONSE--/ REG HAZMAT TEAM RESPONSE ---RHMO R. HARING IS CONDUCTING AN 
INVESTIGATIVE RESPONSE TO SUFFOLK REF AN OVERTURNED GASOLINE TRUCK ON HWY 58 EAST OF 
RT 10 AT THE REQUEST OF SUFFOLK/RHMO R HARING TIMES:16:06 TIME OUT16:26 HRS 

Original Call Incident Desc: RHMO R. HARING IS CONDUCTING AN INVESTIGATIVE RESPONSE TO SUFFOLK REF AN OVERTURNED 
GASOLINE TRUCK ON HWY 58 EAST OF RT 10 AT THE REQUEST OF SUFFOLK/ 

Originial Call Loc Desc: HWY 58 EAST OF RT 10 , SUFFOLK VA 

Cause of Event: 

Closure Comments: MVA to be resolved by first responders.No request for DEQ assistance.NFA 


Original Call Material Desc: 
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Site: Diesel Fuel - TTA 


SR 10 AT US 58 


IR No: 

Reference ID: 

Status: 

Incident Type: 
Incident Subtype: 
Effect to Receptor: 
Associated IR: 
Incident Dte Time: 

Call Recvd Dte Time: 
Closure Date: 
Agencies Notified?: 
Other Agencies: 

Threat to: 

Terrorism?: 
Characterize Incident: 
Quantity Units: 

Other Receptors: 

RP Company: 

RP Name: 

Low Quantity to Water: 
High Quantity to Water: 
Incident Ongoing at time 
Call: 

Call Reprid by Name: 


Suffolk VA 


2015-P-1183 
30304 
Closed 
Petroleum 


Petroleum * Surface Spill 


11/14/2014 
11/14/2014 
12/3/2014 


Ground Water 
No 
Accidental 


C&K Trucking 
Miller, Jeremy 


of 


Jeremy Miller 


Call Reptd by Company Name: — C&K Trucking 


Call RP Company Name: 
Call RP Name: 

Call Prpty Owner Co: 
Call Prpty Owner Name: 
Steps taken Desc: 
Materials: 


Corrective Action Taken: 


Site Summary: 


Original Call Incident Desc: 


Originial Call Loc Desc: 
Cause of Event: 
Closure Comments: 


Original Call Material Desc: 


Diesel (0-50 Gallons) 


Impacts: 

Other Impacts: 
Steps Taken: 
System Comp: 
Other System Comp: 
Weather Status: 
Precipitation Wet: 
Discharge Type: 
Discharge Vol: 
Unkwn Discharge?: 
Permitted?: 
Facility Name: 
Property Owner: 
Property Company: 


Duration of Event Hrs: 


Water Body: 
Region: 
FIPS City County: 


SPILLS ~ 


Piedmont 
Suffolk City 


TRACTOR TRAILER VS VEH, SADDLE TANK DAMAGED, SPILL OF 30-40 GALLONS DIESEL FUEL ONTO 
HIGHWAY, R/P INFO NOT AVAIL, FIRE DEPT ON SCENE SPILL CONTAINED. R/P WILL ARRANGE CLEANUP. 


TRACTOR TRAILER VS VEH, SADDLE TANK DAMAGED, SPILL OF 30-40 GALLONS DIESEL FUEL ONTO 


HIGHWAY, R/P INFO NOT AVAIL, FIRE DEPT ON SCENE SPILL CONTAINED. R/P WILL ARRANGE CLEANUP. 


SR 10 AT US 58, SUFFOLK VA 23434 


Notification only. Followed up with RP on 11/19/14, cleanup was completed same day. 


DIESEL FUEL 


Site: Route 460 (Eastbound) 5 miles W of Route 58 


US 460 Suffolk 


IR No: 

Reference ID: 

Status: 

Incident Type: 
Incident Subtype: 
Effect to Receptor: 
Associated IR: 
Incident Dte Time: 
Call Recvd Dte Time: 
Closure Date: 
Agencies Notified?: 
Other Agencies: 
Threat to: 

Terrorism?: 
Characterize Incident: 
Quantity Units: 

Other Receptors: 

RP Company: 

RP Name: 

Low Quantity to Water: 
High Quantity to Water: 


VA 


2017-T-1965 
86944 
Closed 
Petroleum 


Petroleum * Surface Spill 


1/19/2017 
1/19/2017 
1/30/2017 
Yes 


No 
Unknown 


Unknown Tractor Trailer 


Incident Ongoing at time of No 


Impacts: 

Other Impacts: 
Steps Taken: 
System Comp: 
Other System Comp: 
Weather Status: 
Precipitation Wet: 
Discharge Type: 
Discharge Vol: 
Unkwn Discharge?: 
Permitted?: 
Facility Name: 
Property Owner: 
Property Company: 


Duration of Event Hrs: 


Water Body: 
Region: 
FIPS City County: 


SPILLS 


Tidewater 
Suffolk City 
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Call: 


Call Reprid by Name: 


ANONYMOUS ANONYMOUS 


Call Reptd by Company Name: 


Call RP Company Name: 


Call RP Name: 


Call Prpty Owner Co: 
Call Prpty Owner Name: 


Steps taken Desc: 
Materials: 


Corrective Action Taken: 


Site Summary: 


Original Call Incident Desc: 


Originial Call Loc Desc: 


Cause of Event: 
Closure Comments: 


Diesel (100-100 Gallons) * Motor oil (10-10 Gallons) 


CALLER IS REQUESTING TO SPEAK WITH RHMO HARING THERE WAS A TRACTOR TRAILER THAT RAN 
OFF THE ROAD ON 460 1 MILE EAST OF FIRE DEPT. IT'S A 8K GAL TANKER CARRYING HAZARDOUS 
WATER, NO LEAKS. ALSO THERE IS A SMALL DIESEL SPILL OF 10 GALS. AND IT IS CONTAINED. 


CALLER IS REQUESTING TO SPEAK WITH RHMO HARING THERE WAS A TRACTOR TRAILER THAT RAN 


OFF THE ROAD ON 460 1 MILE EAST OF FIRE DEPT. IT'S A 8K GAL TANKER CARRYING HAZARDOUS 
WATER, NO LEAKS. ALSO THERE IS A SMALL DIESEL SPILL OF 10 GALS. AND IT IS CONTAINED. 


US 460 1 MILE EAST OF FIRE DEPT 


No release of material.Not deemed "hazardous" by DEQ.Leachate water from Atlantic in PRO.NFA for PREP at 


this time. 

Original Call Material Desc: Diesel Fuel 
Site: | CHUCKATUCK AMOCO 

Rt 10 Suffolk VA 23436 UsT™ 
Facility ID: 5018986 Region: TRO 
CEDS Facility ID: 200000064546 Parent Region: 
Facility Active: Facility Addr 1: 
Federally Regulated: Facility Addr 2: 
Active UST: City: 
Inactive UST: Facility Location: 
Active AST: County: Suffolk City 
Inactive AST: State: VA 
Facility Type: GAS STATION Latitude: 
Facility Name: Longitude: 
Tank Details 
Tank Owner ID: 34836 Install Date: 5/8/1974 
Tank No: 2 Date Closed: 5/8/1986 
Tank Status: CLS IN GRD Capacity: 
Tank Type: UST Contents: GASOLINE 
Fed Regulated Tank: Y Other Contents: 
Tank Materials 
Asphalt/Bare Steel: Yes Impressed Current: No 
CCP/STI-P3: No Polyethy! Jacket: No 
Composite: No Concrete: No 
Fiberglass: No Excavation Liner: No 
Lined Interior: No Secondary Contain: No 
Double Walled: No Repaired: No 
Other: No Unknown: No 
Other Specify: Note: 
Pipe Materials 
Piping Type: UNKNOWN Double Walled: No 
Asphalt/Bare Steel: No Polyflexible: No 
Galvanized Steel: Yes Unknown: No 
Fiberglass: No Secondary Contain: No 
Copper: No Other: No 
Cathodic Protected: No Other Specify: 
Repaired: No Note: 
Impressed Current: 
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Tank/Pipe Release Detection 


Manual Gauging: 
Tank RD Tight Test: 
Inventory Controls: 
Tank RD ATG: 

Tank RD Vapor Mntr: 
Tank RD GW Monitor: 
Tnk RD IM DbI Wall: 
Tnk RD IM Sec Cont: 
Tank RD SIR: 

Tank RD Leak Defer: 
Tank RD Other: 

Tank RD Other Spec: 
Spl Device Install: 
Overfill Dev Inst: 
Overfill Type: 


Tank Details 


Tank Owner ID: 
Tank No: 

Tank Status: 

Tank Type: 

Fed Regulated Tank: 


Tank Materials 


Asphalt/Bare Steel: 
CCP/STI-P3: 
Composite: 
Fiberglass: 

Lined Interior: 
Double Walled: 
Other: 

Other Specify: 


Pipe Materials 


Piping Type: 
Asphalt/Bare Steel: 
Galvanized Steel: 
Fiberglass: 

Copper: 

Cathodic Protected: 
Repaired: 
Impressed Current: 


34836 

1 

CLS IN GRD 
UST 

Y 


UNKNOWN 
No 

Yes 

No 

No 

No 

No 


Tank/Pipe Release Detection 


Manual Gauging: 
Tank RD Tight Test: 
Inventory Controls: 
Tank RD ATG: 

Tank RD Vapor Mntr: 
Tank RD GW Monitor: 
Tnk RD IM DbI Wall: 
Tnk RD IM Sec Cont: 
Tank RD SIR: 

Tank RD Leak Defer: 
Tank RD Other: 

Tank RD Other Spec: 
Spl Device Install: 
Overfill Dev Inst: 
Overfill Type: 


Owner 


No 
No 
No 
No 
No 
No 
No 
No 
No 
No 
No 


No 
No 


Overfill Spec: 
Pipe RD MTG: 
Pipe RD ATG: 


Pipe RD GW Monitor: 


Pipe RD Vapor Mntr: 
Pipe IM DbI Wall: 
Pipe IM Sec Cont: 
Pipe RD ALLD: 

Pipe RD Tight Test: 
Pipe RD SIR: 

Pipe RD Leak Defer: 
Pipe RD Other: 

Pipe RD Other Spec: 
Note: 


Install Date: 
Date Closed: 
Capacity: 
Contents: 
Other Contents: 


Impressed Current: 
Polyethyl Jacket: 
Concrete: 
Excavation Liner: 
Secondary Contain: 
Repaired: 
Unknown: 

Note: 


Double Walled: 
Polyflexible: 
Unknown: 
Secondary Contain: 
Other: 

Other Specify: 
Note: 


Overfill Spec: 
Pipe RD MTG: 
Pipe RD ATG: 


Pipe RD GW Monitor: 


Pipe RD Vapor Mntr: 
Pipe IM DbI Wall: 
Pipe IM Sec Cont: 
Pipe RD ALLD: 

Pipe RD Tight Test: 
Pipe RD SIR: 

Pipe RD Leak Defer: 
Pipe RD Other: 

Pipe RD Other Spec: 
Note: 


No 


No 
No 
No 
No 
No 
No 
No 


No 


5/8/1974 
5/8/1986 


GASOLINE 


No 
No 
No 
No 
No 
No 
No 


No 
No 
No 
No 
No 


No 


No 
No 
No 
No 
No 
No 
No 


No 
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Tank Owner ID: 

No of Active AST: 
No of Active UST: 
No of Inactive AST: 
No of Inactive UST: 
Federal Regulated: 
Region: 

Name: 


CHUCKATUCK AMOCO 


Site: RE BUTLERS STORE 
Rt. 10 Suffolk VA 23434 


Facility ID: 

CEDS Facility ID: 
Facility Active: 
Federally Regulated: 
Active UST: 

Inactive UST: 

Active AST: 

Inactive AST: 
Facility Type: 
Facility Name: 


Tank Details 


Tank Owner ID: 
Tank No: 

Tank Status: 

Tank Type: 

Fed Regulated Tank: 


Tank Materials 


Asphalt/Bare Steel: 
CCP/STI-P3: 
Composite: 
Fiberglass: 

Lined Interior: 
Double Walled: 
Other: 

Other Specify: 


Pipe Materials 


Piping Type: 
Asphalt/Bare Steel: 
Galvanized Steel: 
Fiberglass: 

Copper: 

Cathodic Protected: 
Repaired: 
Impressed Current: 


5023024 
200000066710 


GAS STATION 


31296 

4 

REM FROM GRD 
UST 

Y 


UNKNOWN 
Yes 

No 

No 

No 

No 

No 


Tank/Pipe Release Detection 


Manual Gauging: 
Tank RD Tight Test: 
Inventory Controls: 
Tank RD ATG: 

Tank RD Vapor Mntr: 
Tank RD GW Monitor: 
Tnk RD IM DbI Wall: 
Tnk RD IM Sec Cont: 
Tank RD SIR: 

Tank RD Leak Defer: 
Tank RD Other: 


Owner Name: 
Owner Address 1: 
Owner Address 2: 
Owner City: 
Owner State: 
Owner Zip 5: 
Owner Zip 4: 
Owner Type: 


Region: 

Parent Region: 
Facility Addr 1: 
Facility Addr 2: 
City: 

Facility Location: 
County: 

State: 

Latitude: 
Longitude: 


Install Date: 
Date Closed: 
Capacity: 
Contents: 
Other Contents: 


Impressed Current: 
Polyethy! Jacket: 
Concrete: 
Excavation Liner: 
Secondary Contain: 
Repaired: 
Unknown: 

Note: 


Double Walled: 
Polyflexible: 
Unknown: 
Secondary Contain: 
Other: 

Other Specify: 
Note: 


Overfill Spec: 
Pipe RD MTG: 
Pipe RD ATG: 


Pipe RD GW Monitor: 


Pipe RD Vapor Mntr: 
Pipe IM DbI Wall: 
Pipe IM Sec Cont: 
Pipe RD ALLD: 

Pipe RD Tight Test: 
Pipe RD SIR: 

Pipe RD Leak Defer: 


SUSSEX OIL COMPANY 


P.O. BOX 400 


WAKEFIELD 
VA 
23888 


COMMERCIAL 


TRO 


Suffolk City 
VA 


9/1/1989 
550 
KEROSENE 


No 
No 
No 
No 
No 
No 
No 


No 
No 
No 
No 
No 


No 


No 
No 
No 
No 
No 
No 
No 


‘UST 
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Tank RD Other Spec: 
Spl Device Install: 
Overfill Dev Inst: 
Overfill Type: 


Tank Details 


Tank Owner ID: 
Tank No: 

Tank Status: 

Tank Type: 

Fed Regulated Tank: 


Tank Materials 


Asphalt/Bare Steel: 
CCP/STI-P3: 
Composite: 
Fiberglass: 

Lined Interior: 
Double Walled: 
Other: 

Other Specify: 


Pipe Materials 


Piping Type: 
Asphalt/Bare Steel: 
Galvanized Steel: 
Fiberglass: 

Copper: 

Cathodic Protected: 
Repaired: 
Impressed Current: 


No 
No 


31296 

1 

REM FROM GRD 
UST 

Y 


UNKNOWN 
Yes 

No 

No 

No 

No 

No 


Tank/Pipe Release Detection 


Manual Gauging: 
Tank RD Tight Test: 
Inventory Controls: 
Tank RD ATG: 

Tank RD Vapor Mntr: 
Tank RD GW Monitor: 
Tnk RD IM DbI Wall: 
Tnk RD IM Sec Cont: 
Tank RD SIR: 

Tank RD Leak Defer: 
Tank RD Other: 

Tank RD Other Spec: 
Spl Device Install: 
Overfill Dev Inst: 
Overfill Type: 


Tank Details 


Tank Owner ID: 
Tank No: 

Tank Status: 

Tank Type: 

Fed Regulated Tank: 


Tank Materials 
Asphalt/Bare Steel: 


CCP/STI-P3: 
Composite: 


31296 

5 

REM FROM GRD 
UST 

Y 


Yes 
No 
No 


Pipe RD Other: 
Pipe RD Other Spec: 
Note: 


Install Date: 
Date Closed: 
Capacity: 
Contents: 
Other Contents: 


Impressed Current: 
Polyethy! Jacket: 
Concrete: 
Excavation Liner: 
Secondary Contain: 
Repaired: 
Unknown: 

Note: 


Double Walled: 
Polyflexible: 
Unknown: 
Secondary Contain: 
Other: 

Other Specify: 
Note: 


Overfill Spec: 
Pipe RD MTG: 
Pipe RD ATG: 


Pipe RD GW Monitor: 


Pipe RD Vapor Mntr: 
Pipe IM DbI Wall: 
Pipe IM Sec Cont: 
Pipe RD ALLD: 

Pipe RD Tight Test: 
Pipe RD SIR: 

Pipe RD Leak Defer: 
Pipe RD Other: 

Pipe RD Other Spec: 
Note: 


Install Date: 
Date Closed: 
Capacity: 
Contents: 
Other Contents: 


Impressed Current: 
Polyethyl Jacket: 
Concrete: 


No 


9/1/1989 
2000 
GASOLINE 


No 
No 
No 
No 
No 
No 
No 


No 
No 
No 
No 
No 


No 


No 
No 
No 
No 
No 
No 
No 


No 


9/1/1989 
550 
USED OIL 


No 
No 
No 
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Fiberglass: 
Lined Interior: 
Double Walled: 
Other: 

Other Specify: 


Pipe Materials 


Piping Type: 
Asphalt/Bare Steel: 
Galvanized Steel: 
Fiberglass: 

Copper: 

Cathodic Protected: 
Repaired: 
Impressed Current: 


No 
No 
No 
No 


UNKNOWN 
Yes 

No 

No 

No 

No 

No 


Tank/Pipe Release Detection 


Manual Gauging: 
Tank RD Tight Test: 
Inventory Controls: 
Tank RD ATG: 

Tank RD Vapor Mntr: 


Tank RD GW Monitor: 


Tnk RD IM DbI Wall: 
Tnk RD IM Sec Cont: 
Tank RD SIR: 

Tank RD Leak Defer: 
Tank RD Other: 


Tank RD Other Spec: 


Spl Device Install: 
Overfill Dev Inst: 
Overfill Type: 


Tank Details 


Tank Owner ID: 
Tank No: 

Tank Status: 

Tank Type: 

Fed Regulated Tank: 


Tank Materials 


Asphalt/Bare Steel: 
CCP/STI-P3: 
Composite: 
Fiberglass: 

Lined Interior: 
Double Walled: 
Other: 

Other Specify: 


Pipe Materials 


Piping Type: 
Asphalt/Bare Steel: 
Galvanized Steel: 
Fiberglass: 

Copper: 

Cathodic Protected: 
Repaired: 
Impressed Current: 


No 
No 
No 
No 
No 
No 
No 
No 
No 
No 
No 


No 
No 


31296 

2 

REM FROM GRD 
UST 

Y 


UNKNOWN 
Yes 

No 

No 

No 

No 

No 


Tank/Pipe Release Detection 


Excavation Liner: 
Secondary Contain: 
Repaired: 
Unknown: 

Note: 


Double Walled: 
Polyflexible: 
Unknown: 
Secondary Contain: 
Other: 

Other Specify: 
Note: 


Overfill Spec: 

Pipe RD MTG: 

Pipe RD ATG: 

Pipe RD GW Monitor: 
Pipe RD Vapor Mntr: 
Pipe IM DbI Wall: 
Pipe IM Sec Cont: 
Pipe RD ALLD: 

Pipe RD Tight Test: 
Pipe RD SIR: 

Pipe RD Leak Defer: 
Pipe RD Other: 

Pipe RD Other Spec: 
Note: 


Install Date: 
Date Closed: 
Capacity: 
Contents: 
Other Contents: 


Impressed Current: 
Polyethy! Jacket: 
Concrete: 
Excavation Liner: 
Secondary Contain: 
Repaired: 
Unknown: 

Note: 


Double Walled: 
Polyflexible: 
Unknown: 
Secondary Contain: 
Other: 

Other Specify: 
Note: 


No 
No 
No 
No 


No 
No 
No 
No 
No 


No 


No 
No 
No 
No 
No 
No 
No 


No 


9/1/1989 
1000 
GASOLINE 


No 
No 
No 
No 
No 
No 
No 


No 
No 
No 
No 
No 


139 erisinfo.com | Environmental Risk Information Services 


Order No: 20180313188 


Manual Gauging: 
Tank RD Tight Test: 
Inventory Controls: 
Tank RD ATG: 

Tank RD Vapor Mnitr: 
Tank RD GW Monitor: 
Tnk RD IM DbI Wall: 
Tnk RD IM Sec Cont: 
Tank RD SIR: 

Tank RD Leak Defer: 
Tank RD Other: 

Tank RD Other Spec: 
Spl Device Install: 
Overfill Dev Inst: 
Overfill Type: 


Tank Details 


Tank Owner ID: 
Tank No: 

Tank Status: 

Tank Type: 

Fed Regulated Tank: 


Tank Materials 


Asphalt/Bare Steel: 
CCP/STI-P3: 
Composite: 
Fiberglass: 

Lined Interior: 
Double Walled: 
Other: 

Other Specify: 


Pipe Materials 


Piping Type: 
Asphalt/Bare Steel: 
Galvanized Steel: 
Fiberglass: 

Copper: 

Cathodic Protected: 
Repaired: 
Impressed Current: 


No 
No 
No 
No 
No 
No 
No 
No 
No 
No 
No 


No 
No 


31296 

3 

REM FROM GRD 
UST 

Y 


UNKNOWN 
Yes 

No 

No 

No 

No 

No 


Tank/Pipe Release Detection 


Manual Gauging: 
Tank RD Tight Test: 
Inventory Controls: 
Tank RD ATG: 

Tank RD Vapor Mntr: 
Tank RD GW Monitor: 
Tnk RD IM DbI Wall: 
Tnk RD IM Sec Cont: 
Tank RD SIR: 

Tank RD Leak Defer: 
Tank RD Other: 

Tank RD Other Spec: 
Spl Device Install: 
Overfill Dev Inst: 
Overfill Type: 


Owner 


Overfill Spec: 
Pipe RD MTG: 
Pipe RD ATG: 


Pipe RD GW Monitor: 


Pipe RD Vapor Mntr: 
Pipe IM DbI Wall: 
Pipe IM Sec Cont: 
Pipe RD ALLD: 

Pipe RD Tight Test: 
Pipe RD SIR: 

Pipe RD Leak Defer: 
Pipe RD Other: 

Pipe RD Other Spec: 
Note: 


Install Date: 
Date Closed: 
Capacity: 
Contents: 
Other Contents: 


Impressed Current: 
Polyethyl Jacket: 
Concrete: 
Excavation Liner: 
Secondary Contain: 
Repaired: 
Unknown: 

Note: 


Double Walled: 
Polyflexible: 
Unknown: 
Secondary Contain: 
Other: 

Other Specify: 
Note: 


Overfill Spec: 
Pipe RD MTG: 
Pipe RD ATG: 


Pipe RD GW Monitor: 


Pipe RD Vapor Mntr: 
Pipe IM DbI Wall: 
Pipe IM Sec Cont: 
Pipe RD ALLD: 

Pipe RD Tight Test: 
Pipe RD SIR: 

Pipe RD Leak Defer: 
Pipe RD Other: 

Pipe RD Other Spec: 
Note: 


No 


No 
No 
No 
No 
No 
No 
No 


No 


9/1/1989 
550 
KEROSENE 


No 
No 
No 
No 
No 
No 
No 


No 
No 
No 
No 
No 


No 


No 
No 
No 
No 
No 
No 
No 


No 
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Tank Owner ID: 
No of Active AST: 
No of Active UST: 


No of Inactive AST: 
No of Inactive UST: 


Federal Regulated: 
Region: 
Name: 


R E BUTLERS STORE 


Owner Name: 
Owner Address 1: 
Owner Address 2: 
Owner City: 
Owner State: 
Owner Zip 5: 
Owner Zip 4: 
Owner Type: 


Southern Oil Company Inc 
1500 Holland Rd 


Suffolk 
VA 
23434 


COMMERCIAL 
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Appendix: Database Descriptions 


Environmental Risk Information Services (ERIS) can search the following databases. The extent of historical information varies with 
each database and current information is determined by what is publicly available to ERIS at the time of update. ERIS updates 
databases as set out in ASTM Standard E1527-13, Section 8.1.8 Sources of Standard Source Information: 


"Government information from nongovernmental sources may be considered current if the source updates the information at least every 
90 days, or, for information that is updated less frequently than quarterly by the government agency, within 90 days of the date the 
government agency makes the information available to the public." 


Standard Environmental Record Sources 
Federal 


National Priority List: NPL 
National Priorities List (Superfund)-NPL: EPA's (United States Environmental Protection Agency) list of the most serious uncontrolled or abandoned 
hazardous waste sites identified for possible long-term remedial action under the Superfund program. The NPL, which EPA is required to update at least 
once a year, is based primarily on the score a site receives from EPA's Hazard Ranking System. A site must be on the NPL to receive money from the 
Superfund Trust Fund for remedial action. 

Government Publication Date: Feb 6, 2018 


National Priority List - Proposed: PROPOSED NPL 
Includes sites proposed (by the EPA, the state, or concerned citizens) for addition to the NPL due to contamination by hazardous waste and identified by 
the Environmental Protection Agency (EPA) as a candidate for cleanup because it poses a risk to human health and/or the environment. 

Government Publication Date: Feb 6, 2018 


Deleted NPL: DELETED NPL 
The National Oil and Hazardous Substances Pollution Contingency Plan (NCP) establishes the criteria that the EPA uses to delete sites from the NPL. 
In accordance with 40 CFR 300.425.(e), sites may be deleted from the NPL where no further response is appropriate. 

Government Publication Date: Feb 6, 2018 


SEMS List 8R Active Site Inventory: SEMS 
The Superfund Program has deployed the Superfund Enterprise Management System (SEMS), which integrates multiple legacy systems into a 
comprehensive tracking and reporting tool. This inventory contains active sites evaluated by the Superfund program that are either proposed to be or 
are on the National Priorities List (NPL) as well as sites that are in the screening and assessment phase for possible inclusion on the NPL. The Active 
Site Inventory Report displays site and location information at active SEMS sites. An active site is one at which site assessment, removal, remedial, 
enforcement, cost recovery, or oversight activities are being planned or conducted. 

Government Publication Date: Dec 11, 2017 


SEMS List 8R Archive Sites: SEMS ARCHIVE 

The Superfund Enterprise Management System (SEMS) Archived Site Inventory displays site and location information at sites archived from SEMS. An 
archived site is one at which EPA has determined that assessment has been completed and no further remedial action is planned under the Superfund 
program at this time. 

Government Publication Date: Dec 11, 2017 


Comprehensive Environmental Response, Compensation and Liability Information System - CERCLIS 
CERCLIS: 

Superfund is a program administered by the United States Environmental Protection Agency (EPA) to locate, investigate, and clean up the worst 
hazardous waste sites throughout the United States. CERCLIS is a database of potential and confirmed hazardous waste sites at which the EPA 
Superfund program has some involvement. It contains sites that are either proposed to be or are on the National Priorities List (NPL) as well as sites 
that are in the screening and assessment phase for possible inclusion on the NPL. The EPA administers the Superfund program in cooperation with 
individual states and tribal governments; this database is made available by the EPA. 

Government Publication Date: Oct 25, 2013 
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CERCLIS - No Further Remedial Action Planned: CERCLIS NFRAP 
An archived site is one at which EPA has determined that assessment has been completed and no further remedial action is planned under the 
Superfund program at this time. The Archive designation means that, to the best of EPA's knowledge, assessment at a site has been completed and 
that EPA has determined no further steps will be taken to list this site on the National Priorities List (NPL). This decision does not necessarily mean that 
there is no hazard associated with a given site; it only means that, based upon available information, the location is not judged to be a potential NPL 
site. 

Government Publication Date: Oct 25, 2013 


CERCLIS Liens: CERCLIS LIENS 
A Federal Superfund lien exists at any property where EPA has incurred Superfund costs to address contamination ("Superfund site") and has provided 
notice of liability to the property owner. A Federal CERCLA ("Superfund") lien can exist by operation of law at any site or property at which EPA has 
spent Superfund monies. This database is made available by the United States Environmental Protection Agency (EPA). 

Government Publication Date: Jan 30, 2014 


RCRA CORRACTS-Corrective Action: RCRA CORRACTS 
RCRA Info is EPA's comprehensive information system, providing access to data supporting the Resource Conservation and Recovery Act (RCRA) of 
1976 and the Hazardous and Solid Waste Amendments (HSWA) of 1984. At these sites, the Corrective Action Program ensures that cleanups occur. 

EPA and state regulators work with facilities and communities to design remedies based on the contamination, geology, and anticipated use unique to 
each site. 

Government Publication Date: Jan 24, 2018 


RCRA non-CORRACTS TSD Facilities: RCRA TSD 
RCRA Info is EPA's comprehensive information system, providing access to data supporting the Resource Conservation and Recovery Act (RCRA) of 
1976 and the Hazardous and Solid Waste Amendments (HSWA) of 1984. This database includes Non-Corrective Action sites listed as treatment, 
storage and/or disposal facilities of hazardous waste as defined by the Resource Conservation and Recovery Act (RCRA). 

Government Publication Date: Jan 24, 2018 


RCRA Generator List: RCRA LQG 
RCRA Info is EPA's comprehensive information system, providing access to data supporting the Resource Conservation and Recovery Act (RCRA) of 
1976 and the Hazardous and Solid Waste Amendments (HSWA) of 1984. RCRA Info replaces the data recording and reporting abilities of the Resource 
Conservation and Recovery Information System (RCRIS) and the Biennial Reporting System (BRS). A hazardous waste generator is any person or site 
whose processes and actions create hazardous waste (see 40 CFR 260.10). Large Quantity Generators (LQGs) generate 1,000 kilograms per month or 
more of hazardous waste or more than one kilogram per month of acutely hazardous waste. 

Government Publication Date: Jan 24, 2018 


RCRA Small Quantity Generators List: RCRA SQG 
RCRA Info is the EPA's comprehensive information system, providing access to data supporting the Resource Conservation and Recovery Act (RCRA) 
of 1976 and the Hazardous and Solid Waste Amendments (HSWA) of 1984. RCRA Info replaces the data recording and reporting abilities of the 
Resource Conservation and Recovery Information System (RCRIS) and the Biennial Reporting System (BRS). A hazardous waste generator is any 
person or site whose processes and actions create hazardous waste (see 40 CFR 260.10). Small Quantity Generators (SQGs) generate more than 100 
kilograms, but less than 1,000 kilograms, of hazardous waste per month. 

Government Publication Date: Jan 24, 2018 


RCRA Conditionally Exempt Small Quantity Generators List: RCRA CESQG 
RCRA Info is the EPA's comprehensive information system, providing access to data supporting the Resource Conservation and Recovery Act (RCRA) 
of 1976 and the Hazardous and Solid Waste Amendments (HSWA) of 1984. RCRA Info replaces the data recording and reporting abilities of the 
Resource Conservation and Recovery Information System (RCRIS) and the Biennial Reporting System (BRS). A hazardous waste generator is any 
person or site whose processes and actions create hazardous waste (see 40 CFR 260.10). Conditionally Exempt Small Quantity Generators (CESQG) 
generate 100 kilograms or less per month of hazardous waste or one kilogram or less per month of acutely hazardous waste. 

Government Publication Date: Jan 24, 2018 


RCRA Non-Generators: RCRA NON GEN 
RCRA Info is EPA's comprehensive information system, providing access to data supporting the Resource Conservation and Recovery Act (RCRA) of 
1976 and the Hazardous and Solid Waste Amendments (HSWA) of 1984. RCRA Info replaces the data recording and reporting abilities of the Resource 
Conservation and Recovery Information System (RCRIS) and the Biennial Reporting System (BRS). A hazardous waste generator is any person or site 
whose processes and actions create hazardous waste (see 40 CFR 260.10). Non-Generators do not presently generate hazardous waste. 
Government Publication Date: Jan 24, 2018 
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Federal Engineering Controls-ECs: FED ENG 
Engineering controls (ECs) encompass a variety of engineered and constructed physical barriers (e.g., soil capping, sub-surface venting systems, 
mitigation barriers, fences) to contain and/or prevent exposure to contamination on a property. This database is made available by the United States 
Environmental Protection Agency (EPA). 

Government Publication Date: Jan 20, 2016 


Federal Institutional Controls- ICs: FED INST 
Institutional controls are non-engineered instruments, such as administrative and legal controls, that help minimize the potential for human exposure to 
contamination and/or protect the integrity of the remedy. Although it is EPA's (United States Environmental Protection Agency ) expectation that 
treatment or engineering controls will be used to address principal threat wastes and that groundwater will be returned to its beneficial use whenever 
practicable, ICs play an important role in site remedies because they reduce exposure to contamination by limiting land or resource use and guide 
human behavior at a site. 

Government Publication Date: Jan 20, 2016 


Emergency Response Notification System: ERNS 1982 TO 1986 
Database of oil and hazardous substances spill reports controlled by the National Response Center. The primary function of the National Response 
Center is to serve as the sole national point of contact for reporting oil, chemical, radiological, biological, and etiological discharges into the environment 
anywhere in the United States and its territories. 

Government Publication Date: 1982-1986 


Emergency Response Notification System: ERNS 1987 TO 1989 
Database of oil and hazardous substances spill reports controlled by the National Response Center. The primary function of the National Response 
Center is to serve as the sole national point of contact for reporting oil, chemical, radiological, biological, and etiological discharges into the environment 
anywhere in the United States and its territories. 

Government Publication Date: 1987-1989 


Emergency Response Notification System: ERNS 
Database of oil and hazardous substances spill reports controlled by the National Response Center. The primary function of the National Response 
Center is to serve as the sole national point of contact for reporting oil, chemical, radiological, biological, and etiological discharges into the environment 
anywhere in the United States and its territories. This database is made available by the United States Environmental Protection Agency (EPA). 
Government Publication Date: Feb 8, 2017 


The Assessment, Cleanup and Redevelopment Exchange System (ACRES) Brownfield Database: FED BROWNFIELDS 
Brownfields are real property, the expansion, redevelopment, or reuse of which may be complicated by the presence or potential presence of a 
hazardous substance, pollutant, or contaminant. Cleaning up and reinvesting in these properties protects the environment, reduces blight, and takes 
development pressures off greenspaces and working lands. This database is made available by the United States Environmental Protection Agency 
(EPA). 

Government Publication Date: Feb 20, 2018 


FEMA Underground Storage Tank Listing: FEMA UST 
The Federal Emergency Management Agency (FEMA) of the Department of Homeland Security maintains a list of FEMA owned underground storage 
tanks. 

Government Publication Date: Dec 31, 2017 


LIEN on Property: SEMS LIEN 
The EPA Superfund Enterprise Management System (SEMS) provides LIEN information on properties under the EPA Superfund Program. 
Government Publication Date: Dec 11, 2017 


State 


Solid Waste Landfills: SWF/LF 
The solid waste program in the Department of Environmental Quality (DEQ) is designed to encourage the reuse and recycling of solid waste and to 
regulate the disposal and treatment of solid waste, including regulated medical waste, and to ensure that hazardous waste is properly managed. 
Standards are designed to protect human health and the environment and driven by regulatory requirements. 

Government Publication Date: Oct 3, 2017 
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Leaking Petroleum Storage Tanks: LST. 
When a release occurs from an aboveground or underground storage tank, the owner and/or operator of the tank is required to report the release to the 
Department of Environmental Quality (DEQ). This database contains a listing of releases from tanks both above and underground. 

Government Publication Date: Feb 6, 2018 


Delisted Leaking Petroleum Storage Tanks: DELISTED LST 
Facilities which have been removed from the list of leaking petroleum storage tanks made available by the Virginia Department of Environmental Quality 
(DEQ). Facilities may be removed from the lists of leaking petroleum tanks when it is determined that the release reported is not an actual release, or 
the released substance is not petroleum - these sites may still have endured non-petroleum hazardous substance releases. 

Government Publication Date: Feb 6, 2018 


Underground Storage Tanks: UST 
A listing of registered underground storage tanks. This list is maintained by The Department of Environmental Quality (DEQ). 
Government Publication Date: Feb 6, 2018 


Aboveground Storage Tanks: AST 
A listing of registered aboveground storage tanks. This list is maintained by The Department of Environmental Quality (DEQ). 
Government Publication Date: Feb 6, 2018 


Delisted Tanks: DELISTED TANK 
Facilities which have been removed from the list of registered aboveground and/or underground storage tanks made available by the Virginia 
Department of Environmental Quality (DEQ). Facilities may be removed from the lists of registered tanks when it is determined that the tank does not 
require registration, for example, due to capacity or contents. 

Government Publication Date: Feb 6, 2018 


Institutional Controls: INST CONTROL 
Institutional controls are legal or contractual restrictions on property use that remain effective after remediation is completed and are used to satisfy 
remediation levels. This list is maintained by the Department of Environmental Quality (DEQ). 

Government Publication Date: Jan 23, 2018 


Voluntary Remediation Program: VRP 
The Voluntary Remediation Program is to encourage hazardous substance cleanups that might not otherwise take place. The program is a streamlined 
mechanism for site owners or operators to voluntarily address contamination at sites with concurrence from the Department of Environmental Quality 
(DEQ). 

Government Publication Date: Jan 23, 2018 


Brownfields Site Specific Assessments: BROWNFIELDS 
Brownfields are idled, underutilized, or abandoned industrial or commercial properties where expansion or redevelopment is complicated by real or 
perceived environmental contamination. Examples include factories, railyards, landfills, dry cleaners, etc. This list is maintained by the Department of 
Environmental Quality (DEQ). 

Government Publication Date: Feb 27, 2018 


Tribal 


Leaking Underground Storage Tanks (LUSTs) on Tribal/Indian Lands: INDIAN LUST 
Leaking Underground Storage Tanks (LUSTs) on Tribal/Indian Lands in EPA Region 3, which includes Virginia. There are no LUST records in Virginia at 
this time. 

Government Publication Date: Feb 20, 2014 


Underground Storage Tanks (USTs) on Indian Lands: INDIAN UST 
Listing of Underground Storage Tanks (USTs) on Tribal/Indian Lands in EPA Region 3, which includes Virginia. There are no UST records in Virginia at 
this time. 

Government Publication Date: Feb 20, 2014 


Delisted Tribal Leaking Storage Tanks: DELISTED ILST 
Leaking Underground Storage Tank facilities which have been removed from the Regional Tribal LUST lists made available by the EPA. 
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Government Publication Date: Aug 3, 2017 


Delisted Tribal Underground Storage Tanks: DELISTED IUST 
Underground Storage Tank facilities which have been removed from the Regional Tribal UST lists made available by the EPA. 
Government Publication Date: Aug 3, 2017 


County 


No County standard environmental record sources available for this State. 


Additional Environmental Record Sources 


Federal 


Facility Registry Service/Facility Index: FINDS/FRS 
The US Environmental Protection Agency (EPA)'s Facility Registry System (FRS) is a centrally managed database that identifies facilities, sites or 
places subject to environmental regulations or of environmental interest. FRS creates high-quality, accurate, and authoritative facility identification 
records through rigorous verification and management procedures that incorporate information from program national systems, state master facility 
records, data collected from EPA's Central Data Exchange registrations and data management personnel. 

Government Publication Date: Dec 12, 2017 


Toxics Release Inventory (TRI) Program: TRIS 
The EPA's Toxics Release Inventory (TRI) is a database containing data on disposal or other releases of over 650 toxic chemicals from thousands of 
U.S. facilities and information about how facilities manage those chemicals through recycling, energy recovery, and treatment. One of TRI's primary 
purposes is to inform communities about toxic chemical releases to the environment. 

Government Publication Date: Dec 31, 2016 


Hazardous Materials Information Reporting System: HMIRS 
US DOT - Department of Transportation Pipeline and Hazardous Materials Safety Administration (PHMSA) Incidents Reports Database taken from 
Hazmat Intelligence Portal, U.S. Department of Transportation. 

Government Publication Date: Sep 11, 2017 


National Clandestine Drug Labs: NCDL 
The U.S. Department of Justice ("the Department") provides this data as a public service. It contains addresses of some locations where law 
enforcement agencies reported they found chemicals or other items that indicated the presence of either clandestine drug laboratories or dumpsites. In 
most cases, the source of the entries is not the Department, and the Department has not verified the entry and does not guarantee its accuracy. 
Government Publication Date: Dec 21, 2017 


Inventory of Open Dumps, June 1985: ODI 
The Resource Conservation and Recovery Act (RCRA of the Act) provides for publication of an inventory of open dumps. The Act defines "open 
dumps" as facilities which do not comply with EPA's "Criteria for Classification of Solid Waste Disposal Facilities and Practices" (40 CFR 257). 
Government Publication Date: Jun 1985 


EPA Report on the Status of Open Dumps on Indian Lands: IODI 
Public Law 103-399, The Indian Lands Open Dump Cleanup Act of 1994, enacted October 22, 1994, identified ongressional concerns that solid waste 
open dump sites located on American Indian or Alaska Native (Al/AN) lands threaten the health and safety of residents of those lands and contiguous 
areas. The purpose of the Act is to identify the location of open dumps on Indian lands, assess the relative health and environment hazards posed by 
those sites, and provide financial and technical assistance to Indian tribal governments to close such dumps in compliance with Federal standards and 
regulations or standards promulgated by Indian Tribal governments or Alaska Native entities. 

Government Publication Date: Dec 31, 1998 


Toxic Substances Control Act: TSCA 


146 erisinfo.com | Environmental Risk Information Services Order No: 20180313188 


The Environmental Protection Agency (EPA) is amending the Toxic Substances Control Act (TSCA) section 8(a) Inventory Update Reporting (IUR) rule 
and changing its name to the Chemical Data Reporting (CDR) rule. 

The CDR enables EPA to collect and publish information on the manufacturing, processing, and use of commercial chemical substances and mixtures 
(referred to hereafter as chemical substances) on the TSCA Chemical Substance Inventory (TSCA Inventory). This includes current information on 
chemical substance production volumes, manufacturing sites, and how the chemical substances are used. This information helps the Agency determine 
whether people or the environment are potentially exposed to reported chemical substances. EPA publishes submitted CDR data that is not Confidential 
Business Information (CBI). 

Government Publication Date: Jun 30, 2017 


Hist TSCA: HIST TSCA 
The Environmental Protection Agency (EPA) is amending the Toxic Substances Control Act (TSCA) section 8(a) Inventory Update Reporting (IUR) rule 
and changing its name to the Chemical Data Reporting (CDR) rule. 

The 2006 IUR data summary report includes information about chemicals manufactured or imported in quantities of 25,000 pounds or more at a single 
site during calendar year 2005. In addition to the basic manufacturing information collected in previous reporting cycles, the 2006 cycle is the first time 
EPA collected information to characterize exposure during manufacturing, processing and use of organic chemicals. The 2006 cycle also is the first time 
manufacturers of inorganic chemicals were required to report basic manufacturing information. 

Government Publication Date: Dec 31, 2006 


FTTS Administrative Case Listing: FTTS ADMIN 
An administrative case listing from the Federal Insecticide, Fungicide, & Rodenticide Act (FIFRA) and Toxic Substances Control Act (TSCA), together 
known as FTTS. This database was obtained from the Environmental Protection Agency's (EPA) National Compliance Database (NCDB). The FTTS 
and NCDB was shut down in 2006. 

Government Publication Date: Jan 19, 2007 


FTTS Inspection Case Listing: FTTS INSP 
An inspection case listing from the Federal Insecticide, Fungicide, & Rodenticide Act (FIFRA) and Toxic Substances Control Act (TSCA), together 
known as FTTS. This database was obtained from the Environmental Protection Agency's (EPA) National Compliance Database (NCDB). The FTTS 
and NCDB was shut down in 2006. 

Government Publication Date: Jan 19, 2007 


Potentially Responsible Parties List: PRP 
Early in the cleanup process, the Environmental Protection Agency (EPA) conducts a search to find the potentially responsible parties (PRPs). EPA 
looks for evidence to determine liability by matching wastes found at the site with parties that may have contributed wastes to the site. 

Government Publication Date: Oct 10, 2017 


State Coalition for Remediation of Drycleaners Listing: SCRD DRYCLEANER 
The State Coalition for Remediation of Drycleaners (SCRD) was established in 1998, with support from the U.S. Environmental Protection Agency 
(EPA) Office of Superfund Remediation and Technology Innovation. Coalition members are states with mandated programs and funding for drycleaner 
site remediation. Current members are Alabama, Connecticut, Florida, Illinois, Kansas, Minnesota, Missouri, North Carolina, Oregon, South Carolina, 
Tennessee, Texas, and Wisconsin. 

Government Publication Date: Nov 08, 2017 


Integrated Compliance Information System (ICIS): ICIS 
The Integrated Compliance Information System (ICIS) is a system that provides information for the Federal Enforcement and Compliance (FE&C) and 
the National Pollutant Discharge Elimination System (NPDES) programs. The FE&C component supports the Environmental Protection Agency's (EPA) 
Civil Enforcement and Compliance program activities. These activities include Compliance Assistance, Compliance Monitoring and Enforcement. The 
NPDES program supports tracking of NPDES permits, limits, discharge monitoring data and other program reports. 

Government Publication Date: Nov 18, 2016 


Drycleaner Facilities: FED DRYCLEANERS 
A list of drycleaner facilities from the Integrated Compliance Information System (ICIS). The Environmental Protection Agency (EPA) tracks facilities that 
possess NAIC and SIC codes that classify businesses as drycleaner establishments. 

Government Publication Date: Sep 14, 2016 


Delisted Drycleaner Facilities: DELISTED FED DRY 
List of sites removed from the list of Drycleaner Facilities (sites in the EPA's Integrated Compliance Information System (ICIS) with NAIC or SIC codes 
identifying the business as a drycleaner establishment). 

Government Publication Date: Sep 14, 2016 
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Formerly Used Defense Sites: FUDS 
Formerly Used Defense Sites (FUDS) are properties that were formerly owned by, leased to, or otherwise possessed by and under the jurisdiction of the 
Secretary of Defense prior to October 1986, where the Department of Defense (DoD) is responsible for an environmental restoration. This list is 
published by the U.S. Army Corps of Engineers. 

Government Publication Date: Nov 22, 2016 


Material Licensing Tracking System (MLTS): MLTS 
A list of sites that store radioactive material subject to the Nuclear Regulatory Commission (NRC) licensing requirements. This list is maintained by the 
NRC. As of September 2016, the NRC no longer releases location information for sites. Site locations were last received in July 2016. 

Government Publication Date: Sep 13, 2016 


Historic Material Licensing Tracking System (MLTS) sites: HIST MLTS 

A historic list of sites that have inactive licenses and/or removed from the Material Licensing Tracking System (MLTS). In some cases, a site is removed 
from the MLTS when the state becomes an "Agreement State". An Agreement State is a State that has signed an agreement with the Nuclear 
Regulatory Commission (NRC) authorizing the State to regulate certain uses of radioactive materials within the State. 

Government Publication Date: Jan 31, 2010 


Mines Master Index File: MINES 
The Master Index File (MIF) contains mine identification numbers issued by the Department of Labor Mine Safety and Health Administration (MSHA) for 
mines active or opened since 1971. Note that addresses may or may not correspond with the physical location of the mine itself. 

Government Publication Date: Jul 31, 2017 


Alternative Fueling Stations: ALT FUELS 
List of alternative fueling stations made available by the US Department of Energy's Office of Energy Efficiency & Renewable Energy. Includes Biodiesel 
stations, Ethanol (E85) stations, Liquefied Petroleum Gas (Propane) stations, Ethanol (E85) stations, Natural Gas stations, Hydrogen stations, and 
Electric Vehicle Supply Equipment (EVSE). The National Renewable Energy Laboratory (NREL) obtains information about new stations from trade 
media, Clean Cities coordinators, a Submit New Station form on the Station Locator website, and through collaborating with infrastructure equipment 
and fuel providers, original equipment manufacturers (OEMs), and industry groups. 

Government Publication Date: Feb 6, 2018 


Superfund Decision Documents: SUPERFUND ROD 
This database contains a listing of decision documents for Superfund sites. Decision documents serve to provide the reasoning for the choice of (or) 
changes to a Superfund Site cleanup plan. The decision documents include Records of Decision (ROD), ROD Amendments, Explanations of Significant 
Differences (ESD), along with other associated memos and files. This information is maintained and made available by the US EPA (Environmental 
Protection Agency). 

Government Publication Date: Dec 11, 2017 


Registered Pesticide Establishments: SSTS 
List of active EPA-registered foreign and domestic pesticide-producing and device-producing establishments based on data from the Section Seven 
Tracking System (SSTS). The Federal Insecticide, Fungicide, and Rodenticide Act (FIFRA) Section 7 requires that facilities producing pesticides, active 
ingredients, or devices be registered. The list of establishments is made available by the EPA. 

Government Publication Date: Feb 28, 2017 


Polychlorinated Biphenyl (PCB) Notifiers: PCB 
Facilities included in the national list of facilities that have notified the United States Environmental Protection Agency (EPA) of Polychlorinated Bipheny| 
(PCB) activities. Any company or person storing, transporting or disposing of PCBs or conducting PCB research and development must notify the EPA 
and receive an identification number. 

Government Publication Date: Jul 18, 2017 


State 


Spills: SPILLS 
The Department of Environmental Quality (DEQ) Pollution Response Program (PREP), provides for responses to air, water and waste pollution 
incidents in order to protect human health and the environment. PREP staff often work to assist local emergency responders, other state agencies, 
federal agencies, and responsible parties, as may be needed, to manage pollution incidents. Oil spills, fish kills, and hazardous materials spills are 
examples of incidents that may involve the DEQ's PREP Program. 

Government Publication Date: Jan 02, 2018 
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Pollution Complaint: PC SPILLS 
The database contains a listing of Pollution Complaints from 1986 to 1994 that include petroleum releases and other releases on state land and waters. 
This list is maintained by the Department of Environmental Quality (DEQ). 

Government Publication Date: 1986-1994 


Drycleaners List: DRYCLEANERS 
A listing of registered drycleaners maintained by the Department of Environmental Quality. 
Government Publication Date: Jan 16, 2018 


Tribal 


No Tribal additional environmental record sources available for this State. 
County 


No County additional environmental record sources available for this State. 
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Definitions 
Database Descriptions: This section provides a detailed explanation for each database including: source, information available, time coverage, and 


acronyms used. They are listed in alphabetic order. 


Detail Report: This is the section of the report which provides the most detail for each individual record. Records are summarized by location, starting 
with the project property followed by records in closest proximity. 


Distance: The distance value is the distance between plotted points, not necessarily the distance between the sites' boundaries. All values are an 
approximation. 


Direction: The direction value is the compass direction of the site in respect to the project property and/or center point of the report. 


Elevation: The elevation value is taken from the location at which the records for the site address have been plotted. All values are an approximation. 
Source: Google Elevation API. 


Executive Summary: This portion of the report is divided into 3 sections: 


‘Report Summary'- Displays a chart indicating how many records fall on the project property and, within the report search radii. 


‘Site Report Summary'-Project Property'- This section lists all the records which fall on the project property. For more details, see the 'Detail Report’ 
section. 


‘Site Report Summary-Surrounding Properties'- This section summarizes all records on adjacent properties, listing them in order of proximity from the 
project property. For more details, see the ‘Detail Report’ section. 


Map Key: The map key number is assigned according to closest proximity from the project property. Map Key numbers always start at #1. The project 
property will always have a map key of '1' if records are available. If there is a number in brackets beside the main number, this will indicate the number 
of records on that specific property. If there is no number in brackets, there is only one record for that property. 


The symbol and colour used indicates ‘elevation': the red inverted triangle will dictate 'ERIS Sites with Lower Elevation’, the yellow triangle will dictate 
‘ERIS Sites with Higher Elevation’ and the orange square will dictate 'ERIS Sites with Same Elevation.’ 


Unplottables: These are records that could not be mapped due to various reasons, including limited geographic information. These records may or 
may not be in your study area, and are included as reference. 
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APPENDIX 5 


ERIS Historical Aerial Report 


ER &> 


ENVIRONMENTAL RISK INFORMATION SERVICES 


HISTORICAL AERIAL REPORT 


for the site: ERIS Information Inc. 
Constant's North Environmental Risk Information 
n/a Services (ERIS) 

Suffolk, VA A division of Glacier Media Inc. 
PO #: T: 1.866.517.5204 


E: info@erisinfo.com 
Report ID: 20180313188 


Completed: 3/14/2018 www.erisinfo.com 


Search Results Summary 


Date Source Scale Comment 
2016 NAIP - National Agriculture Information Program 1"=500' 
2012 NAIP - National Agriculture Information Program 1"=500' 
2011 NAIP - National Agriculture Information Program 1"=500' 
2009 NAIP - National Agriculture Information Program 1"=500' 
2006 NAIP - National Agriculture Information Program 1"=500' 
2005 NAIP - National Agriculture Information Program 1"=500' 
1994 USGS - US Geological Survey 1"=500' 
1989 USGS - US Geological Survey 1"=500' 
1982 NHAP - National High Altitude Photography 1"=500' 
1978 USGS - US Geological Survey 1"=500' 
1972 USGS - US Geological Survey 1"=500' 
1968 USGS - US Geological Survey 1"=500' 
1961 USAF - United States Air Force 1"=500' 
1953 USGS - US Geological Survey 1"=500' 


1950 AMS - Army Mapping Service 1"=500' 
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Date: 2006 
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APPENDIX 6 


ERIS Historical Directory Report 


ENVIRONMENTAL RISK INFORMATION SERVICES a 


HISTORICAL DIRECTORY 
REPORT 


for the site: 


Constant's North 
n/a 

Suffolk, VA 

PO #: 


Report ID: 20180313188 
Completed: 3/19/2018 


Ecolog ERIS Ltd. 
Environmental Risk Information 
Service (ERIS) 

A division of Glacier Media Inc. 
P: 1.866.517.5204 

E: info@erisinfo.com 


www.erisinfo.com 


Search Results Summary 


Date Source Comment 
2016 DIGITAL BUSINESS DIRECTORY 
2011 DIGITAL BUSINESS DIRECTORY 
2005 POLKS 

2000 POLKS 

1995 POLKS 

1991 POLKS 

1985 POLKS 

1980 HILLS 

1975 HILLS 

1971 HILLS 

1965 HILLS 

1959 HILLS 

1955 HILLS 

1951 HILLS 

1935 HILLS 


ENVIRONMENTAL RISK INFORMATION S| 


ERiIis ~~ 


www.erisinfo.com | 866-517-5204 


3/19/2018 


RE: CITY DIRECTORY RESEARCH 
Constant's North 
n/a Suffolk, VA 


Thank you for contacting ERIS for an City Directory Search for the site described above. Our staff has conducted a reverse listing City Directory search to 
determine prior occupants of the subject site and adjacent properties. We have provided the nearest addresses(s) when adjacent addresses are not listed. If 
we have searched a range of addresses, all addresses in that range found in the Directory are included. 


Note: Reverse Listing Directories generally are focused on more highly developed areas. Newly developed areas may be covered in the more recent years, 
but the older directories will tend to cover only the "central" parts of the city. To complete the search, we have either utilized the ACPL, Library of Congress, 
State Archives, and/or a regional library or history center as well as multiple digitized directories. These do not claim to be a complete collection of all reverse 
listing city directories produced. 


ERIS has made every effort to provide accurate and complete information but shall not be held liable for missing, incomplete or inaccurate information. To 


complete this search we used the general range(s) below to search for relevant findings. If you believe there are additional addresses or streets that require 
searching please contact us at 866-517-5204. 


Search Criteria: 


600-1217 of n main st 
of buzzard island 
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2016 2016 
SOURCE: DIGITAL BUSINESS DIRECTORY SOURCE: DIGITAL BUSINESS DIRECTORY 
171 total records. Part 1 of 3 Part 2 of 3 
515 RENNER KELLIE N...PHARMACISTS 922 BOOST MOBILE...Cellular Telephones [services] 
515 RITE AID...VITAMIN & FOOD SUPPLEM 922 DEALS...All Other General Merchandise Stores 
515  TSYBINA DINA...PHARMACISTS 922 RADIOSHACK...Electronic Equipment & Supplies-ret 
515 TSYBINA DINA...PHARMACISTS 922 RADIOSHACK...Electronic Equipment & Supplies-mfr 
515  TSYBINA DINA...PHARMACISTS 924 BIGLOTS...Variety Stores 
601 MC DONALD S...RESTAURANTS 924 BIGLOTS...Department Stores 
601 MC DONALD S...FOODS-CARRY OUT 926 RNR SUFFOLK...Furniture-renting & Leasing 
633 SUPER 8...HOTELS & MOTELS 928 BEST WAY RENT TO OWN...Furiture-renting & Leasi 
713 EXPRESS LUBE...AUTOMOBILE LUBRICA 928 BEST WAY RENT TO OWN...Television-rental 
715 = ATM...AUTOMATED TELLER MACHINES 932 ELEGANTE BEAUTY CTR UNISEX...Beauty Salons 
715 ATM...AUTOMATED TELLER MACHINES 938 CHINA MOON...Restaurants 
715  ATM...COMMERCIAL BANKING< 938 CHINA MOON CHINESE RESTAURANT...Restaurants 
715 = ATM...AUTOMATED TELLER MACHINES 940 GOODWILL...Used Merchandise Stores 
715 ATM...COMMERCIAL BANKING< 1000 SUFFOLKFIRST BANK...Banks 
15 ATM...AUTOMATED TELLER MACHINES 1000 XENITH BANK...Banks 
715 HOLIDAY STATIONSTORES...FOOD PROD 1017 COOKOUT...Restaurants 
715 HOLIDAY STATIONSTORES...CONVENIEN 1017. RED CARPET INN...Hotels & Motels 
727 CARTS UNLIMITED...MOTORCYCLES & M 1018 CHICK-FIL-A...Restaurants 
728 WENDY S...RESTAURANTS 1018 CHICK-FIL-A...Foods-carry Out 
728 WENDY S...FOODS-CARRY OUT 1100 RENT-A-CENTER...Furniture-renting & Leasing 
729 SAPPORO JAPANESE STEAK HSE...REST 1100 RENT-A-CENTER...Television-rental 
800 TIDEWATER TIRE CTR...TIRE-DEALERS 1101 TREAD QUARTERS DISCOUNT TIRE...Tire-dealers-reta 
801 MAJOR SIGNS CO...TRUCK-PAINTING & 1103 BIKE WEST...Bicycles-dealers 
805 LOAN MAX...LOANS 1103 BIKE WEST...Skateboards & Equipment 
805 LOAN MAX...MANAGEMENT SERVICES 1106 SHOE DEPT...Shoes-retail 
806 AUTOZONE...AUTOMOBILE PARTS & SUP 1200 ATM...Automated Teller Machines 
806 AUTOZONE...BATTERIES-STORAGE-RETA 1200 ATM...Commercial Banking 
807 HARVEY S SERVICECENTER...ROADSIDE 1200 ATM...Automated Teller Machines 
807 SUFFOLK AUTOMOTIVE SVC...AUTOMOBI 1200 ATM...Commercial Banking 
807 SUUFOLF AUTOMOTIVE...SERVICE STAT 1200 ATM...Automated Teller Machines 
810 DIRECT AUTO INSURANCE...INSURANCE 1200 ATM...Automated Teller Machines 
810 PAPA JOHNS PIZZA...PIZZA 1200 AUNTIE ANNE S PRETZELS...Pretzels-manufacturers< 
811 TATTOO SKILLS LLC...ALL OTHER PER 1200 AUNTIE ANNE S PRETZELS...Pretzels-retail 
811. TATTOO SKILLS LLC...TATTOOING 1200 COINSTAR...Coin & Bill Counting/sorting Svc Kios 
884 SCENTS...NONCLASSIFIED ESTABLISHM 1200 COINSTAR...Other Svcs Related To Advertising 
892 PRECISION PAWN...PAWNBROKERS 1200 COINSTAR...Coin & Bill Counting/sorting Svc Kios 
898 CATO...WOMEN S APPAREL-RETAIL 1200 COINSTAR...All Other Professional Scientific/te 
900 = =CITI TRENDS...DEPARTMENT STORES 1200 COINSTAR...Coin & Bill Counting/sorting Svc Kios 
900 SCHEWELS FURNITURE...FURNITURE-DE 1200 DA-VI NAILS...Manicuring 
900 TAF-THE ATHLETE S FOOT...SHOES-RE 1200 HENDRIX EYE CARE...Optometrists Od 
901 TITLE MAX...TITLE LOANS 1200 SMART STYLE FAMILY HAIR SALON...Beauty Salons 
901 TITLE MAX...TITLE COMPANIES 1200 VISION CENTER AT WALMART...Optical Goods-retail< 
906 ACCREDITED INSURANCE AGCY INC...| 1200 WALMART CONNECTION CTR....Cellular Telephones-equ 
906 COTTEN & TAYLOR INS GROUP...INSUR 1200 WALMART ONE HOUR PHOTO. ..Photo Finishing-retail< 
906 COTTEN & TAYLOR INS GROUP...INSUR 1200 WALMART PHARMACY...Pharmacies 
908 KLASSY KUTZ...BARBERS 1200 WALMART SUPERCENTER...Department Stores< 
910 ALBEMARLE ORTHOTICS & PRTHSTCS... 1200 WALMART SUPERCENTER...Retail Shops 
910 ALBEMARLE ORTHOTICS & PRTHSTCS... 1201 AMERICA S BEST CONTACTS...Optical Goods-retail 
910 RITE AID...VARIETY STORES 1201 AMERICA S BEST CONTACTS...Opticians 
910 RITE AID...PHARMACIES 1201 ATM...Automated Teller Machines 
910 RX4LESS...PHARMACIES 1201 CHECKSMART...Payday Loans 
912 JACKSON HEWITT TAX SVC...TAX RETU 1201 CHECKSMART...Check Cashing Service 
914 EXPRESS PC SOLUTIONS...COMPUTERS- 1201 FIREHOUSE SUBS...Restaurants 
915 KFC...RESTAURANTS 1201 FIREHOUSE SUBS...Foods-carry Out 
915 KFC...FOODS-CARRY OUT 1201 FIRST VIRGINIA...Payday Loans 
916 ADVANCE AMERICA...PAYDAY LOANS 1201 GAMESTOP...Video Games 
918 DOLLAR GENERAL...VARIETY STORES 1201 GAMESTOP...Games & Game Supplies 
918 DOLLAR GENERAL...DEPARTMENT STORE 1201 GREAT CLIPS...Beauty Salons 
918 EHOCO COLLECTION...USED MERCHANDI 1201 MAIN ST CLEANERS...Cleaners 
918 KVNAILS...MANICURING 1201 NVIAMBEST...Optical Goods-retail 
918 LEVENSON 14K PLUS...JEWELRY-REPAI 1201 NAIL SALON...Manicuring 
920 SALSPIZZERIA...PIZZA 1201 NAIL SALON...Beauty Salons 
920 SALS PIZZERIA...RESTAURANTS 
pagers Report ID: 20180313188 - 3/19/2018 
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Page: 4 


Part 3 of 3 


STARBUCKS...Restaurants 
STARBUCKS...Coffee Shops 

SUNDAY S BLUE BOX TANNING RSRT...Other Personal 
TROPICAL SMOOTHIE CAFE...Restaurants 
TROPICAL SMOOTHIE CAFE...Ice Cream Parlors 
ADCOMM DIGITEL...Nonclassified Establishments 

HAIR CUTTERY...Beauty Salons 

KAY JEWELERS. ..Jewelers-retail 

LITTLE CAESARS PIZZA...Pizza 

MD S INC...Nonclassified Establishments 

MAGNUM ENTERPRISES...Nonclassified Establishment 
MATTRESS FIRM...Mattresses 

MDS CONTRACTING...General Contractors 

NAUGHTI NAILS INC...Manicuring 

SPRINT STORE BY ADCOMM DIGITEL...Cellular Teleph 
VERIZON WIRELESS...Wireless Telecomms Carrie 
MURPHY USA...Service Stations-gasoline & Oil 

MURPHY USA...Convenience Stores 

APPLEBEE S...Restaurants 

APPLEBEE S...Foods-carry Out 

BLOCKBUSTER VIDEO...Video Tapes Discs & Cassette 
BRAIDS EXPERT...Beauty Salons 

CARPET WORLD OF VIRGINIA INC...Carpet & Rug Deal 
LIBERTY TAX SVC...Tax Return Preparation & Filin 
MAGGIE S ENTERPRISE INC...Furniture-dealers-reta 
MATTRESS DISCOUNTERS...Mattresses 

RAINBOW NAILS...Manicuring 

SUFFOLK B B Q CO...Restaurants 

TIGER EDUCATIONAL GROUP LLC...Schools & Educatio 
IHOP RESTAURANT...Restaurants 

IHOP RESTAURANT...Foods-carry Out 

DOMINICS OF NEW YORK...Sandwiches 

DOMINICS OF NEW YORK...Restaurants 

LOWE S HOME IMPROVEMENT...Home Improvements 
LOWE S HOME IMPROVEMENT...Home Centers 
HEALTHY FAMILIES SUFFOLK/ISLE...Nonclassified Es 
N TELOS INC...Cellular Telephones [services] 

PANERA BREAD...Restaurants 

PANERA BREAD...Foods-carry Out 

SALLY BEAUTY SUPPLY...Cosmetics & Perfumes-retai 
SLEEPY S THE MATTRESS PROS...Mattresses< 
SPORT CLIPS...Beauty Salons 

SUFFOLK FRESH MEX INC...Restaurants 

SWEET FROG...Yogurt 

T-MOBILE...Wireless Telecomms Carriers [except S 
WIRELESS EXPERIENCE...Cellular Telephones [servi 


2016 2016 
SOURCE: DIGITAL BUSINESS DIRECTORY SOURCE: DIGITAL BUSINESS DIRECTORY 


STREET NOT LISTED... 
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2011 2011 
SOURCE: DIGITAL BUSINESS DIRECTORY SOURCE: DIGITAL BUSINESS DIRECTORY 


76 total records. Part 1 of 2 Part 2 of 2 

515 RITE AID...PHARMACIES & DRUG STOR 1201 MATTRESS WAREHOUSE...Furniture Stores 

601 MC DONALDS...FULL-SERVICE RESTAUR 1201 STARBUCKS...Snack & Nonalcoholic Beverage Bars 

633 SUPER 8...HOTELS & MOTELS EXCEPT 1201 TROPICAL SMOOTHIE CAFE...Snack & Nonalcoholic Be 
715 HOLIDAY FOOD STORE...SUPERMARKETS 1202 FIRE MOUNTAIN...Full-service Restaurants 

715 STAR LUBE...OTHER PETROLEUM MERCH 1204 MURPHY USA...Other Gasoline Stations 

728 WENDYS...FULL-SERVICE RESTAURANTS 1206 APPLEBEES NEIGHBORHOOD GRILL...Full-service Rest 
729 SAPPORO JAPANESE STEAK HSE...FULL 1208 BLOCKBUSTER VIDEO...Video Tape & Disc Rental 

800 TIDEWATER TIRE CTR...TIRE DEALERS 1208 CHUBBIES CHEESE STEAKS...Full-service Restaurant 
801 MAJOR SIGNS CO...OTHER SVCS RELAT 1208 LIBERTY TAX SVC...Tax Preparation Svcs 

805 SELECT MANAGEMENT RESOURCES...OFF 1208 MATTRESS DISCOUNTERS. ..Furniture Stores< 

806 AUTOZONE...AUTOMOTIVE PARTS & ACC 1208 RAYS FLORIST INC...Florists 

807 SUFFOLK AUTOMOTIVE SVC...AUTOMOTI 1210 IHOP RESTAURANT...Full-service Restaurants 

810 PJ CHEESE INC...ALL OTHER SPECIA 1216 LOWES...Home Centers 


810 PAPA JOHNS PIZZA...FULL-SERVICE R 

900 ATHLETES FOOT...SHOE STORES 

900 BIGLOTS...ALL OTHER GENERAL MERC 

900 CATO...WOMEN S CLOTHING STORES 

900 CHRISTIAN BOOKSTORE...GIFT NOVEL 
900 = CITI TRENDS...DEPARTMENT STORES 

900 RENT-A-CENTER...ALL OTHER CONSUME 
901 POPEYES CHICKEN & BISCUITS...FULL 
906 COTTEN & TAYLOR INS GROUP...INVES 
906 COTTEN VISTA K...INVESTMENT ADVIC 
906 COTTON & TAYLOR INSURANCE GRP...| 
906 COTTON & TAYLOR INSURANCE GRP...| 
906 COTTON TAYLOR INS...INVESTMENT AD 
908 SKIN-SATIONAL...COSMETOLOGY & BAR 
910 ALBEMARLE ORTHOTICS & PRTHSTCS... 
912 ENTERPRISE RENT A CAR...PASSENGER 
914 JACKSON HEWITT TAX SVC...TAX PREP 
915 JRNINC...-FOOD SVC CONTRS 

915  KFC...-FULL-SERVICE RESTAURANTS 

916 ADVANCE AMERICA...FINANCIAL TRANS 
916 ADVANCE AMERICA...FINANCIAL TRANS 
916 ADVANCE AMERICA...FINANCIAL TRANS 
918 DOLLAR GENERAL...ALL OTHER GENERA 
918 EHOCO COLLECTON...OTHER HOUSEHOLD 
918 KV NAILS...NAIL SALONS 

918 LEVENSON 14K PLUS...OTHER HOUSEHO 
918 SCENTS... 

918 TECHNOLOGY SOURCE...COMPUTER & SO 
920 CHANNELLOS PIZZA...FULL-SERVICE R 
920 SALS PIZZERIA...FULL-SERVICE REST 

922 RADIO SHACK...RADIO TV & OTHER E 

922 SEARS AUTHORIZED RETAIL DEALER... 
928 BEST WAY RENTALS & SALES...ALL OT 
1017 RODEWAY INN...HOTELS & MOTELS EX 
1018 CHICK-FIL-A...FULL-SERVICE RESTAU 

1100 GOODWILL INDUSTRIES...USED MERCHA 
1101 KRAMER GOODYEAR TIRES...TIRE DEAL 
1103 BIKE WEST...SPORTING GOODS STORES 
1106 SHOE DEPT...SHOE STORES 

1110 PIZZA HUT...FULL-SERVICE RESTAURA 

1200 AUNTIE ANNES PRETZELS...SNACK & N 
1200 GREGORY P JELLENEK OD & ASSOC... 
1200 JACKSON HEWITT TAX SVC...TAX PREP 
1200 SMART STYLE FAMILY HAIR SALON...B 
1200 WALMART SUPERCENTER...DEPARTMENT 
1201 ALLTEL...WIRELESS TELECOMM CARRIE 
1201 CHECK SMART...FINANCIAL TRANSACTI 
1201 FIREHOUSE SUBS...FULL-SERVICE RES 
1201 GREAT CLIPS...BEAUTY SALONS 

1201 MAIN ST CLEANERS...DRYCLEANING & 
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2011 2005 
SOURCE: DIGITAL BUSINESS DIRECTORY SOURCE: POLKS 


STREET NOT LISTED... 


PPUUPC POCO OC CSCC ECC OSES E EDS DES Ae) eed 


524 SUFFOLK CENTER FOR CULTURAL ans org 
BUMO. cccvccccccesencosucccosc 757-923-0003 
SUFFOLK PUBLIC SCHOOLS schools 
eoasaéuene ids dua c¥anecduavevee la? mae-ane 
SUFFOLK " SUPERINTENDENT- -SCHO OLS 
GOONS ccc ccccccncnsccsccecce 757-925-5500 
+ E CONSTANCE AD INTERSECTS 
+ W CONSTANCE RD INTERSECTS 
¢ ZIP CODE 23434 CAR-RT C015 
601 MC DONALD'S restaurants ....757-539-0279 
633 ® Runyon Charies L 
SUPER 8 MOTEL hotels & motels 
(Se ee ft 
+ LAWSHE LN 
715 STAR LUBE olls-petroleum ....757-925-0798 
727 PERFORMANCE TIRE 4 RIM tire-dirs-retail 


PEesEDeonepeaus neh apeeae eevee7?57-925-1215 

j 728 WENDY'S restaurants ......+.+ «+ 757-539-6304 
800 TIDEWATER TIRE CTR tire-dirs-retail 

ecccececcecscocscccceccceces 757-539-9445 


801 MAJOR SIGNS CO signs ......757-539-6611 
' @05 BIG AL'S MUFFLERS & BRAKES mufflers & 
exhaust sys-engine caveeseees 757-539-6999 
} 806 AUTOZONE auto parts & sup!- retail-new 


ery »» 757-934-8925 
) 807 HARVEY'S SERVICE CTR serv stations- 
) gasoline & oil ee ese cddcaterooeecle 
809 Griggs Harvey W (le .........-757-539-6151 
810 PAPA JOHN'S PIZZA restaurants 


it RS ER 
r 815 Brown Mary R @ os nuacgnonseend titease 


id Brown Rosemary F eecveccecees? 577-539-4042 
2 900 BIG LOTS retail shops eessvesess?57°539-26016 
CITI TRENDS INC department stores 


Sarde cone ventas Gunbubenedsocka lel ME S2ee 
SCHEWELS FURNITURE fumiture-dirs- retail 
The ptcbeetuahbaanwannee capeu tenes Lae 
901 BASKET HOUSE gift baskets & parcels 


7 ee 
7 POPEYES CHICKEN & BISCUITS restaurants 
a din Gun Seuiinks anngnbecsontaneeeeee Orn 
") 902 FINANCIAL SVC financing 
I ER AE 
9 904 HERBAL PHARMACY pharmacies 
4 » PR MR ep Aap Mth 
906 COTTEN & TAYLOR INS GROUP insurance 
2 Be Ee a¥sctact cévcisstceccal ar Weranra 
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2005 2005 
SOURCE: POLKS SOURCE: POLKS 


STREET NOT LISTED 


{MAIN ST Cont'd 
910 ALBEMARLE ORTHOTICS & PRTHSTCS 
physicians & surgeons equip ..757-934-2676 
912 ENTERPRISE RENT-A-CAR auto renting 
boqnuevesé ote tdaneetetaeinen - 757-539-7900 
914 JACKSON HEWITT TAX SVC tax return 
preparationfiling .........+. +++757-925-0536 
915 KFC restaurants ..........s0000 «757-934-8606 
916 ADVANCE AMERICA check cashing serv 
0 be kbeahan eweesese seeeeseee? 957-539-0299 
918 DOLLAR GENERAL retail shops 
dechodleseccctes a eeeeeeee 757-539-3836 
im Ik C & Aeho H Gla 
K V NAILS manicuring ....++++++757-925-4900 
LEVENSON 14K PLUS jeweiry-rpr 
vb vabae coecccecccesccessceseel Orme tO00 
TECHNOLOGY SOURCE computer software 
eaustes ccnccccccccccesoussccees eer OG0s 
922 RADIO SHACK electronic equip/sup!-retail 
eee wdbvecdéccce ceadeeeueeushe Gere | 
SEARS ROEBUCK & CO department stores 
esvdvedesnsbeeeseetl seccccccees? 97-925°1314 
926 STYLE FASHION clothing-retail 
ere eee eee eee ee ovcccceccscvetOroaeeese 
928 BEST WAY RENTALS & SALES furniture- 
renting & lOASE .....e.eeeeeeeee757-539-1400 
1000 BB & TbANKS .ceccneeeeeeevee 757-539-0239 
1011 Downing Alphonso BBje = ....757-539-3746 
1017 ECONOMY INN hotels & moteis 
000cdscccccecdeneece pecseseaueer eee oso! 
Smith Robert W Be 
1018 CHICK-FIL-A restaurants ......757-538-0941 
1100 GOODWILL INDUSTRIES thot shops 
0 cccdbnocconporeneseennnas saual Gmeeee 10a 
RENT-A-CENTER rental serv- stores & yards 
weeeee Poe eeUeeee eee EO COST Eee .757-539-3020 
1101 KRAMER GOODYEAR TIRES tire-dirs-retail 
eee ere ee eeee eg. 539-7486 
1103 BIKE WEST bicycies-dirs ......757-539-1820 
1106 SHOE DEPARTMENT shoes-retail 
onc débsdessccbansclscestnasst areas eoe4 
1107 No Current Listing 
+ SUFFOLK PLAZA SHOP CTR INTERSECTS 
1200 AUNTIE ANNE'S HANO ROLLED SOFT 
PFEtZElS-MMITS . 02s neenseavensees7 9792s 1086 
DA VI NAILS manicuring ......757-538-4848 
GREGORY P JELLENEK OD & ASSOC 
optometrists od o0ncesseeeevesd os -925-0495 
SMART STYLE FAMILY HAIR SALON 
beauty SAIONS ....00e0eeeeeeee757-S39-1300 
WAL-MART department stores 
oeeebans cbeda vibeaede teanesesst DU-GeD Uee4 
WAL-MART CONNECT CTR mail order & 
catalog shopping seecccseeesess? 917-920-4751 
WAL-MART PORTRAIT STUDIO 
photographers: portrait ........757-539-1639 
1202 FIRE MOUNTAIN restaurants ..757-934-0924 
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2000 N MAIN ST-A 


SOURCE: POLKS 


515 RITE AID OF VIRGINIA drug store. 539-9992 
524 phage CITY GENERAL DISTRICT COURT 
Sssarprstpeveassnevevervoceseruensecenvenssessseee 539-1531 


a= 


SRO N CRN E Reem n tenes censeseeaees 


. 
ig 
=5 
Ls) 
: 


- ZIP CODE 23434 CAR-RT C015 
601 MCDONALDS OF SUFFOLK eating places 
Si concsnsnesupavesdivelspucstelaupEreapbetctepbevevecclaave 539-0279 


+ E CONSTANCE RD BEGINS 
+ W CONSTANCE AD BEGINS 

i | 700 JUST-A-BUCK-STORE variety stores 923-0900 
711 Storer Deborah L @ @ 


11 713 STAR LUBE auto rr... e.eceeseeees 925-0798 
715 KIMBERLY TEXACO gas stiations..... 934-1304 
716 Robbins Stephen @ uu... 934-8702 

8 | 724 Lemmon Edward T @ @ 

Lemmon Richard C 
2 SUFFOLK OIL CO gas stations....... 539-4651 
7 VIRGINIA GRAPHIC DESIGN commrel art gr 
edeatastbsasbolcandh sextaccavssetwescoavdess 934-1521 

5 | 725 MAC AUDIO misc ril strs................... 923-0242 

5 | 727 Lawson Danny R @ 

PERFORMANCE TIRE & RIM auto home sppl 

5 er er Re rr oe 925-1215 
728 WENDYS eating places..................... 539-6304 

2 | 800 Drames John S & Earleene G+ @ 

TIDEWATER TIRE CENTERG........... 539-9445 

0 | 801 MAJOR SIGN COMPANY INC........... 539-6611 

2 | 805 Biggs Jarmes GB .n............esecesseseseeseees 934-1031 
807 HARVEY'S MOBILE gas stations....... 539-6719 
809 Griggs Harvey [B)................ccceceseseseeeee 539-6151 

; 810 — MEXICAN RESTAURANTE a 

6 | 811 BYRD J J ELECTRIC & PLUMBING elec on 

pe 539-3640 

8 @MDe Loach Ken A......cecccseseesseseene 934-1329 

2 HOBBS ULTRA CLEAN SERVICE crpt uphistry 

6 oS eee 539-9094 

7 STATE FARM INSURANCE ins agts'svcs 

; ERS ee ee RE RR 934-1329 

934-3812 


5 
OTTEN & TAYLOR bia aes ins agts'svcs 

6 934-0034 

908 SKIN-SATIONAL beauty shops.......... 934-2490 

910 ALBEMRLE ORTHOTICS PROSTHETICS medical 

PROD GORI carcass cain ccccscesesckasnesesivanss 934-2676 

7 @Savoy David C @ 

912 n 14 ENTERPRISE RENT-A-CAR SUFFOLK 
5 passenger car rnttl oo... cceeeee 539-7900 
$1914 Not Verified 
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2000 N MAIN ST-B 


SOURCE: POLKS 


N MAIN ST 
918 DOLLAR GENERAL STORE variety stores 
eek nab hakrarsenanGichecssddinkee aiwigaies diblivensotepnsetps 539-3836 
ECKERD DRUG STORE drug store 539-1662 
106 ve rena! SOURCE busn conslitng 

2 a a ae 923-0333 


o-u 


=o, =a 
: 
: 
H 
: 
: 
: 
: 
; 
: 
: 
i 


Eatitssvakiss fanghss.uesassooaess sasenadiacewnsssbescicoose §39-2616 


CERO ER ERROR R EERE Re eRe ERR eR EERE REE EE EEE EE eRe EEE ee EeE a eee 


a 


MOU CNN 3. .riccr hens Biccctea vivastreet 925-4414 
1011 Downing Alphonso B G+ @............. 539-3746 
1017 ECONO LODGE MOTOR HOTEL hotels & 

WDB Soe scirics cap ciiicagoummntons 539-3451 

McGee Stephanie @ @ 

1100 ETERS GLASS & UPHOLSTERY CO auto 

RIE FIDE. scocssnceseocnsosenvsnteoosrensemereesive 539-5300 
1101 GOODvEAR AUTO SERVICE CENTER auto 

SUbcicdancs Dsicphernchoabiadcotatbhs 539-7486 


ooono n-=— 


onenniprastlptie si tnind Ovifetedat on snhigpstaanis saaaeees 539-1820 


shops 
FIRST VIRGINIA BANK OF TIDEWATER state 
2 GRATWYNGEIORTING conve sancsnssscccapseseass 628-6801 
WAL-MART DEPT STORE department stores 
925-0224 
WAL-MART VISION CENTER oplical gds stores 
925-0477 


oe teh, eR ee eee oe 539-6261 
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2000 1995 


SOURCE: POLKS SOURCE: POLKS 


STREET NOT LISTED 
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1995 NMAINST-B ff 1995 BUZZARD ISLAND 
SOURCE: POLKS SOURCE: POLKS 


STREET NOT LISTED 


N MAIN ST cont'd 


806 DAIRY QUEEN OF SUFFOLK 14 
i i Ne ee ee 539-4074 | 14 

807 HARVEY'S SERVICENTER.... 539-6719 | 14 

808 Saunders Ann A [................. 934-7718 
Saunders Aruelia A @............. 934-7718 | 14 
Saunders Sandra D @............. Q34-7718 | 14 
Saunders Michael K @Z............ 934-7718 | 14 

809-810 Vacant (2 Hses) 

811 STATE FARM INS.................- 934-1329 | 14 

615 Faulk Virginia H+ @............... 934-3812 


900 SUFFOLK PLAZA SHOPPING CENTER 14 
PAYNE SOLOMON C phys & surg 


Peasaun meas iccaeaques cescdsscesevveccmrcovenss 539-2071 | 14 
JUST EURE STYLE beauty salon 
Senso sUsaccaecctinecesseskscghesusasenesasbensreiie 5902 | 14 
PROFILE PAGING & CELLULAR cellular 
COMWTE POQIIQ —— -ccacescnecsscesceee 934-8445 | 14 
SUPER | BRIEGH cite scceciess-tiecee 539-9605 | 14 
STATE A 8B C BD (STORE NO 312) 14 
paaadabbkcntsausnenneqaereass Gets scdssenikesuecces 925-2240 | 14 
CHINA MOON RESTAURANT restr 14 
sete seer Sgt Gbe ther bnaeabetescubeseneamstsnaapess 934-1800 | 14 
J C PENNEY CATALOG CENTER 
Po cedc eet casiissbsbbunsanbecoglasecsgiitcvomsese 539-0227 | 14 
PLAZA LAUNDERETTE............ 934-3526 | 14 
GIZMO'S screenprnig............... 934-2439 | 1! 
CATO'S wns apparel............... 539-7670 | 1! 
902 Vacant 1 
904 BOOK HAVEN book store...... 934-1164 
906 COTTEN & TAYLOR INS....... 934-2100 | 1! 
908-910 Vacant (2 Hses) a 


912 ENTERPRISE RENT-A-CAR... 539-7900 | 1¢ 
914 JACKSON HEWITT TAX SERV 


vusouensvecdcidivdgspedagiuta taniesaspespilpaanien 925-0536 | 1 
918-920 Vacant (2 Hses) 1 
922 RADIO SHACK .................c0eee000 539-2881 | 11 
924 BIG LOTS retl.....................00 539-2616 
926 LEVENSON’'S 14K PLUS clo jwiry shoes | 1; 

ee a ee eS 934-7989 
928 RENT TO OWN BEST WAY. 539-1400 | 1) 
930 ONE PRICE CLOTHING......... 925-4414 

SHERWIN-WILLIAMS CO THE paint 1 

svchacgessencpessudaaiessssbessaipecctdiewoommes 539-2229 | + 
901 RENT A CENTER misc merch furn apl W 

GI III soo ois wc occ esncsassancasosen 539-3020 | 1! 
915 KENTUCKY FRIED CHICKEN 934-8606 
1000 BANK OF SUFFOLK (PLAZA BR) 1 

Rivedabarentccestecsdeseccesccdcccccsscqieresetent 539-0239 
1011 Downing Alphonso B @... 539-3746 
1017 ECONO-LODGE motel.......... 539-3451 
1100 WALTERS GLASS AND UPHOLSTERY 

CO WING scricisnss ctteepcaereeraasuccotess 539-5300 
1101 KRAMER TIRE CO tire sis & auto serv 

ascoupesosctatsine Sapaedasessabcneeies Sena tenTPaES 539-7486 
1103 COLLEY BIKE WEST cycle sis- 

BOSE EE Be 539-1820 


1106 Not Verified 


1108 Vacant 
1110 PIZZA HUT pizza restr......... 934-2945 
1200 WAL-MART dept store.......... 925-0224 
ANDERSON STEVEN L optometrist 
Scans pisetae Dive te ten tecasshaaonewa on seasenecers 925-0495 
1201 PRUDEN PACKING INC meat packer 
ie, ee at i a ale 4 
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1991 19911 
SOURCE: POLKS SOURCE: POLKS 


STREET NOT LISTED 


N MAIN ST-Contd 
2d Fl City Gen! Dist Ct Clk 
539-1531 
601 Mc Donald's restr 539-0279 
615 No Return 
624 City Hall (Parking Lot) 
628 Flea Market 


ZIP CODE 23434 
715 Kimberly Union 76 934-1304 
724 Suffolk Oil Co Inc 539-4651 
719 Vacant 
724 Suffolk Oil Co oil co 
7254-727 Vacant (2 Hses) 
728 Wendy's restr 539-6304 
729 Vacant 
800 Tidewater Tire Center 
539-9445 
801 Major Signs Co mfrs 539-6611 
806 Dairy Queen of Suffolk 
539-4074 
NASH AV BEGINS 
807 Harvey’s Mobil Servicenter 
539-6719 
808 Saunders Ann R © 934-7718 
809 Vacant 
810 Ms Muffet’s Yogurt Shop 
934-1250 
811 Vacant 
815 Faulk Virginia © 934-3812 
Suffolk Plaza Shopping Center 
(FOR OCCUPANTS SEE 
SUFFOLK PLAZA 
SHOP CNTR) 
901 Rent A Center 539-3020 
915 Kentucky Fried Chicken 
934-7987 
1000 Bank of Suffolk (Plaza Br) 
539-0241 


1011 Dowing A B © 639-3746 

1017 Econo-Lodge motel 539-3451 

1201 Pruden Packing Inc meat 
packer 539-6261 
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iY 


Ct 


524 Suffolk District Court 
Building 
City Sch Bd 934-2341 
FLOORS 
FL City Juvenile & Domestic 
Relations Dist Ct 934-1523 
FL City Genl Dist Ct 539-1531 
FL City Registrar Of Voting 
934-3111 
FL City Genl Dist Ct Clk 
539-1531 
601 Me Donald’s 539-9838 
604 Office Building 
Floors 
FL Vacant 


FL Vacant 
615 Vacant 


624 Vacant 
628 Vacant 
| 633 Vacant 


ZIP CODE 23434 

715 Kimberly Union 76 934-1304 

716 Suffolk Oil Co Inc 539-4651 
American Tire & Wheel 
Outlet 934-1304 

719 Kimberly Supreme serv sta 
539-9892 

724 Honda Of Suffolk mtrcycles 
539-3808 


725% Kimberly Welding Inc 
539-5778 

727 Suffolk Packing Co Inc meat 
539-7454 

728 Wendy’s restr 

800 Tidewater Tire Center 
539-9445 

801 Major Signs Co mfrs 539-6611 

806 Vacant 

NASH AV BEGINS 
807 Kimberly Exxon 539-6719 


Page: 12 


1985 1985 
SOURCE: POLKS SOURCE: POLKS 


808x*Taylor Arra J 539-7751 
809 Tiger7s Ice Cream Shoppe 
810 Vacant 
811 Byrd J J Electrical & 
Plumbing Contractor 
539-3640 
815 Faulk Virginia © 
Suffolk Plaza Shopping Cent 
(FOR OCCUPANTS SEE 
SUFFOLK PLAZA 
SHOP CNTR) 
901 Color Tyme T V Rental 
539-4050 


1000 Bank Of Suffolk (Plaza Br) 
539-0241 

1001 Commonwealth Heatlh Car 
Inc 539-8820 

1005 Vacant 

1005% Vacant 

1007 Vacant 

1009 Vacant 

1011*Dowing A B 

1017 Econo-Lodge 539-3451 

1101 Goodyear Tire & Rubber 
539-7486 

1103 Vacant 

1106 Kress Joseph D © 539-637: 

1107 Cross Mildred G Mrs © 
539-2434 

1108 Kress Veterinary Hospital 
539-6371 

1201 Pruden Packing Inc 539-62) 


-_ _-_ 
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STREET NOT LISTED 


1985 1980 
SOURCE: POLKS SOURCE: HILLS 


524 Suffolk District Court 
Building 
City Sch Bd 934-2341 
FLOORS 
Ist Fl City Juvenile & 
Domestic Relations Dist 
Ct 934-1523 
2d FI City Geni Dist Ct 
939-1531 
2d Fl Registrar Of Voting 
934-3111 
2d FI City Gen! Dist Ct Clk 
539-1531 
601 Mc Donald's restr 539-5344 
OFFICE BUILDING 
604 Floors 
Ist Fl V P I Extention Service 
539-238 1 
2nd FI State Correction Dept 
(5th dist ct serv unit) 
539-3496 
615 Sydnor Janie L Mrs © 
539-9383 
624 Vacant 
628 Vacant 
633 Kentucky Fried Chicken 
9334-0786 


ZIP CODE 25434 
NUMBERS IRREGULAR 
704 Askew Fred 
715 Kimberly Union 76 yas sta 
934-1304 
716 Suffolk Oil Co Ine 539-4651 
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1980 1980 
SOURCE: HILLS SOURCE: HILLS 


719 Kimberly Supreme serv sta 
539-YR92 
724 Honda Of Suffolk 539-3808 
725 Kimberly Welding Inc 
539-5778 
727 Suffolk Packing Co Inc 
539-7454 
728 Simons Garage auto repr 
539-9220 
729 Kimberly Oil Co Ine 539-3464 
800 Tidewater Tire Center 
539-9445 
801 Major Signs 539-6611 
NASH AV BEGINS 
807 Kimberly Exxon Service 
Center 539-6719 
804 Hess Service Station 539-9722 
809 Yost Oil Co 539-0044 
806 Morris Walter C 539-8450 
810 No Return 
811 Byrd J J Electrical & 
Plumbing Contractor 
539-3640 
815 Faulk Virginia © 539-6744 
Suffolk Plaza Shopping Center 
(FOR OCCUPANTS SEE 
SUFFOLK PLAZA 
SHOP CNTR) 
901 Tadlock Tire Service 539-5821 
905 Buck Stove retail stoves 
934-2625 
907 Full House Bicycle Shop 
934-2618 
909 Suffolk Business Machines Inc 
539-7736 
911 Suffolk Harley-Davidson 
motorcycle dirs 934-1476 
913 Air-Care Inc 934-0605 
1000 Bank Of Suffolk (Plaza Br) 
439-0241 
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DSY-UD4U 
815 Faulk Virginia © 539-6744 
Suffolk Plaza Shopping Center 
(FOR OCCUPANTS SEE 
SUFFOLK PLAZA 
SHOP CNTR) 
901 Tadlock Tire Service 539-5821 
905 Buck Stove retail stoves 
934-2625 
907 Full House Bicycle Shop 
934-2618 
909 Suffolk Business Machines Inc 
539-7736 
911 Suffolk Harley-Davidson 
motorcycle dirs 934-1476 
913 Air-Care Inc 934-0605 
1000 Bank Of Suffolk (Plaza Br) 
539-0241 
1001 Turner Real Estate 
Waterview Real Estate Corp 
539-4781 
State Bd Of Educ (Sch Food 
Serv) 934-2391 
State Farm Insurance 
934-1329 
1005*% Baggett Marlin M 
1007 Edwards Robt C © 539-3880 
1011 Downing Alphonso B © 
539-3746 
1015 Heck James C © 539-6769 
1017 Econo-Travel Motor Hotel 
539-3451 
1101 Goodyear Service Store tire 
dirs 539-7486 
1105 Cross Appl (SHOP) 
1107 Cross Ned T © 539-2434 
1106 Kress Joseph D © 539-6371 
1108 Kress Veterinary Hospital 
539-637 1 
1201 Pruden Packing Inc 539-6261 
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STREET NOT LISTED 


1980 
vee 


212 Genl Dist Ct Clk 539-1531 
601 Mc Donald’s restr 539-5344 
604 Floors 

2nd FI State Dept Welfare & 

Institutes (5th dist ct 
serv unit) 539-3469 
615 Sydnor Jamie L Mrs © 
539-9383 
624 Vacant 
628 Rich Beverage Co 
633 Kentucky Fried Chicken 
539-2128 


ZIP CODE 23434 
703 Art-Ray Corp excavating 
contrs 539-8822 
704 Suffolk Oil Co Inc 539-4651 
707 Lewis Wm A © 934-0622 
710 Tidewater Tire Centers 
539-9445 
716 Honda Of Suffolk 539-3808 
719 Kimberly Welding & Machine 
Works 539-5778 
Supreme Gas Station 539-9892 
720 Bel-Air Chevrolet Corp used 
cars 539-1963 
724 Simons Garage auto reprs 
539-9220 
725 Suffolk Packing Co Inc 
539-7454 
729 Kimberly Oil Co Inc 539-3464 
733 Major Signs 539-6611 
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17s 1975 
SOURCE: HILLS SOURCE: HILLS 


N MAIN ST—Contd 
NASH AV BEGINS 
739 Kimberly Exxon Service 
539-6719 
740 Hess Service Station 539-9722 
743 Exxon Co 539-0044 
NUMBERS IRREGULAR 
806 Morris Walter 539-8450 
754 Lawrence Effie Mrs © 
539-6737 
Suffolk Plaza Shopping Center 
(FOR OCCUPANTS SEE 
SUFFOLK PLAZA 
SHOP CNTR) 
805 Faulk Virginia I © 539-6744 
901 Tadlock Tire Service 539-5821 
907 Carpetown 934-0832 
815 Suffolk Business Machines Inc 
539-7736 
817 Better Garden & Seed Center 
539-0446 


819 Vaughan Electric Co 539-7361 
915 Air-Care Inc air condtg 
contrs 934-0605 
825 Hygienic Sanitation Co Inc 
pest control 539-5770 
Jones Wm B Inc ins 539-7611 
Turner Zechriah real est 
539-4781 
829 Russell Alfred D 
833 Downing Aphonso 539-3746 
839 Heck Cleaners & Dyers 
539-9031 
Heck James C 539-6769 
859 Goodyear Service Store tire 
dirs 539-7486 
863 Mobley J R 934-0249 
865 Cross Ned T © 539-2434 
866 Kress Joseph D © 539-6371 
868 Kress Veterinarian Hospital 
539-6371 
871 Pruden Packing Inc 539-6261 
880 No Return 
901 City Health Dept 539-1551 
910 Chandler’s Ceramics 539-5364 
915 Hingerty Alf C Jr 539-6673 
965 Holly Lawn Cemetery 
966 Vacant 
Kwiki Car Wash 
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967 W L P M Radio Station 
539-2394 
W F OG Radio 393-1111 
970 Albert Ford Sales Inc 
539-1595 
978 Virginia Electric & Power Co 
539-2311 
981 Simons Louise Mrs © 
539-6746 
1001 Simons Willie P © 539-4793 
1003 Luter Hazel A Mrs 539-3605 
1004 State Dept Of Hwys 539-8701 
1013 Bryant Joseph B © 539-2894 
EDGEWOOD AV BEGINS 
1015 Luter Mills C © 539-6433 
1019 Knight Clarence W © 
539-9412 
1020 Vacant 
Obici Louise Memorial 
Hospital nurses home 
1021 Russell Harry H Jr © 
539-3656 


1035 Duke Helen B © 539-2446 
1037 Goodrich Sallie Mrs © 
539-2442 
1046 Duke Oldsmobile-Cadillac 
Corp 539-8777 
1047 Wooster Shirley O © 
539-9141 
1052 Kimberly Oil Co (Stge) 
LONGWOOD AV BEGINS 
MURPHY’S MILL RD BEGINS 
1103 Elephant’s Fork Amoco 
539-1491 
1107 Briggs Auto Supply Inc 
539-2623 


Rear Jack’s Body Shop 539-3666 

1109 First Virginia Bank Of 
Nansemond 539-3477 

1117 Tops Service Station 

1900 Obici Louise Memorial 
Hospital 539-1511 

2207 Garnett’s Antiques 
Garnett’s Grocery & 
Sandwich Shop 539-5361 

1121 Garnett’s Bait Service 
539-536 


1 
1129 J & E Express Inc 539-6702 
1131 Vacant 
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17s 1971 
SOURCE: HILLS SOURCE: HILLS 


STREET NOT LISTED 7 
524 County Court House 539-5601 

Zoning Admn 539-7931 
County Court 539-5601 
Rooms 

101 County Court Room 

539-5601 
101 County Court Clerk 


439-5801 
103 County Treas 539-2211 


106 County Comnr Of Rev 


C 


539-3831 

110 County Circuit Court Clk 
539-2481 

110 State Div Of Mtr Vehicles 
Agcy 539-2481 

201 County Circuit Ct 539-2851 

212 County Bd Of Supervisors 
539-9119 

212 County Genl Registrar 
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1971 1971 
SOURCE: HILLS SOURCE: HILLS 


STREET NOT LISTED 


604 Nansemond County Police 
Dept 934-0671 
611 Under Constn 
615 Sydnor Richd L © 539-9383 
624 Rich’s Drive In 539-8245 
626 Carter Eunice C Mrs mus 
tchr 
628 Rich’s Super Market 539-9266 
630 Vacant 
632 State Dept Of Hwys 
(Nansemond River Bridge) 
633 Kentucky Fried Chicken 
539-2128 
CITY LIMITS 
WINDSOR RD BEGINS 
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C 


S24 COUNTY COURT HOUSE 
539-S601 


COUNTY COURT $39-S601 
ROOMS 
101 COUNTY COURT ROOM 
539-5601 
101 COUNTY COURT 
CLERK 5$39-S601 
102 COUNTY TREAS 
539-2211 
10S COUNTY COMNR OF 
REV 539-3831 
110 COUNTY CIRCUIT 
COURT CLK 
539-2481 
110 STATE OLV OF MTR 
VEHICLES AGCY 
539-2481 
200 COUNTY CIRCUIT CT 
539-2851 
204 COUNTY DIR OF PUB 
INSTRUCTION 
539-8797 
204 COUNTY SCH 8D 
539-8797 
204 COUNTY SUPT OF 
SCHS 539-8797 
204 COUNTY BD OF 
SUPERVISORS 
539-9119 
STREET CONTINUED 
601 RUBENSTEIN*S GROCERY 
539-9824 
604 COUNTY DEPT OF PUBLIC 
WELFARE 539-8261 
609 HARGROVE SHERMAN 
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1965 1965 
SOURCE: HILLS SOURCE: HILLS 


611 PARKER THOS E€ 
539-2717 
615 SYONOR RICHO L @ 
$39-9383 
628 RICH*S DRIVE IN 
S$39-8245 
RICH*®S SUPER MARKET 
539-9266 
630 POLY CLEAN CENTER 
$39-9898 
632 STATE DEPT OF HwYS 
(NANSEMOND RIVER 
BRIDGE) $39-2530 
——-~LAWSHE BEGINS 
—--CITY LIMITS 
—--WINOSOR RO BEGINS 
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STREET NOT LISTED 


1965 1959 
SOURCE: HILLS SOURCE: HILLS 


Perry James H 
524 County Court House 
Rooms: 
ist fl County Trial Justice Ct 
45601 


101 County Ct Rm (private ent! 

102 04 County Treasurer 42211 

105-08 County Comnr of Rev 
43831 

109 Stge 

110-14 County Clerk 42481 
County Div of mtr Vehicles 
Q2481 

2d fl County Circuit Ct 42481 

204-07 County Sch Bd 43361 
County Supt Schs 43361 
County Dr of Pub Instrur- 
tion 43361 

2d fl County Bd of Supvrs 

601 Rubenstein’s Gro 49824 

604 County Dept of Pub Welfare 
48261 
County Agrl Agt 42731 
County Home Demonstra- 
tion Agt 42731 

609 Holt Maret E Mrs 


611 Matthews Margt L Mrs 
Q2717 


Parker Thos E 42717 
612 N Main Open Air Mkt gro 
AQTT1 
615 Sydnor Richd L © 49383 
622 Carroll John H 
624-26 O’Berry B L whol sea 
food 42753 
633 Vacant 
Lawshe begins 
City limits 
Nansemond River (bridge) 
(For numbers beyond river 
see Smithfield rd) 


Smithfield rd begins 
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STREET NOT LISTED 
524 County Court House 
County Agt 2731 
Home Demonstration Agt 2731 
Trial Justice Ct 5601 
County Circuit Ct 
E Milner begins 
; W Milner begins 
601 Rubenstein’s Gro 9824 
606 County Clerk 2481 
607 Bradshaw Todie W 
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1959 1955 
SOURCE: HILLS SOURCE: HILLS 


>) 


| 


a 


1955 1955 
SOURCE: HILLS SOURCE: HILLS 


—_— STREET NOT LISTED 
- eee 


MAIN N—Contd 
609 Slavin Edw L @ 
609'. Bowles Harvey L 9443 
611 Matthews Edw E © 2717 
612 Todd Wm E gro 6753 ; 
615 Sydnor Richd L @ 9383 
622 Bowles Jas T 
624-26 O’Berry B L & Sons whol 
sea food 2753 
633 Vacant 
Lawshe begins 
City limits 
Nansemond River (bridge) 
(For numbers beyond river see 
Smithfield rd) 
Smithfield rd begins 
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1951 1951 
SOURCE: HILLS SOURCE: HILLS 


STREET NOT LISTED 


oP a tat ee oe! 


a24 County Court House 
ACounty Agent 
AHome Dmnstn Agt 
ATrial Justice Court 
Rawles Nelle D justice of peace 
State Police (ofc) ; 
E Milner begins 
W Milner begins 


6014Rubenstein’s Gro 
603 Vacant 
605 Simpson Whitt A (c) 
6064County Clerk (c) 
6074Jones Mack EK . 
609ASlavin Mary E Mrs © 
6114Matthews Edw E @ 
6154Sydnor Richd L @& 
6224Parker Herbert W 
624-2640'Berry BL & Sons whol 
sea food 
6334Harris Wm W @ 
Lawshe begins 
City limits 
Nansemond River (bridge) 
(For numbers beyond river see 
Smithfield rd) 
____ Smithfield rd begins 
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STREET NOT LISTED 

o2a Turner S Percy 

Nansemond Co Court Hs 
(Milner Intersects) 

604 County Clerk’s Office 

607 Vaughan Roy 

608 Altschul Victor 

609 Vacant 

611 Slavin Chas B 

615 “Crocker Shadrock 

624 Matthews E Eugene 

633 B L Coggin - Sea Food 

Wood and Caal 
633% “Holland David 
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1935 1935 
SOURCE: HILLS SOURCE: HILLS 
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ERIS Topo Map Research Results 


( 


ERIis™ 


ENVIRONMENTAL RISK INFORMATION SERVICES 


( 


TOPOGRAPHIC MAP RESEARCH RESULTS 
Date: 2018-03-13 


Order Number: 20180313188 
Site Name: Constant's North 
Address: n/a, Suffolk, VA 


We have searched USGS collections of current topographic maps and historical topographic 
maps for the project property. Below is a list of maps found for the project property and 
adjacent area. Maps are from 7.5 and 15 minute topographic map series, if available. 


Year Map Series 


2013 7.5 
1997) 7.5 
1977) 7.5 
1968 = 7.5 
1954 7.5 
1954 15 
1919 15 


Topographic Maps included in this report are produced by the USGS and are to be used for research purposes including a phase | 
report. Maps are not to be resold as commercial property. 


No warranty of Accuracy or Liability for ERIS: The information contained in this report has been produced by ERIS Information 
Inc. (in the US) and ERIS Information Limited Partnership (in Canada), both doing business as 'ERIS', using Topographic Maps 
produced by the USGS. This maps contained herein does not purport to be and does not constitute a guarantee of the accuracy of 
the information contained herein. Although ERIS has endeavored to present you with information that is accurate, ERIS disclaims, 
any and all liability for any errors, omissions, or inaccuracies in such information and data, whether attributable to inadvertence, 
negligence or otherwise, and for any consequences arising therefrom. Liability on the part of ERIS is limited to the monetary value 
paid for this report. 


Address: 38 Lesmill Road Unit 2, Toronto, ON M3B 2T5 
Phone: 1-866-517-5204 Fax: 416-447-7658 
info@erisinfo.com www.erisinfo.com 
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Source: USGS 7.5 Minute Topographic Map 
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Quadrangle(s): Suffolk, VA 


Source: USGS 15 Minute Topographic Map 
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Fire Insurance Maps 
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ERis~— 


ENVIRONMENTAL RISK INFORMATION SERVICES 


( 


FIRE INSURANCE MAP RESEARCH RESULTS 
Date: 3/13/2018 


Listed below, please find the results of our search for historic fire insurance maps from our in-house collection, performed 
in conjunction with your ERIS report. 


Order Number: 20180313188 
Site Name: Constant's North 
Address: n/a,Suffolk,VA 


Date City State Volume Sheet Number(s) 
1972 Suffolk Virginia 19,20,57 
1949 Suffolk Virginia 19,20,57 
1926 Suffolk Virginia 19,20,57 
1921 Suffolk Virginia 17,18 
1914 Suffolk Virginia 2,3 
1908 Suffolk Virginia 14,28 
1903 Suffolk Virginia 14,21 
1898 Suffolk Virginia 14 
1894 Suffolk Virginia 12 
1889 Suffolk Virginia 2 
1888 Suffolk Virginia 2 


Individual Fire Insurance Maps for the subject property and/or adjacent sites are included with the ERIS environmental 
database report to be used for research purposes only and cannot be resold for any other commercial uses other than for use in 
a Phase | environmental assessment. 


Address: 38 Lesmill Rd Unit 2, Toronto, ON M3B 2T5 
Phone: 1-866-517-5204 Fax:416-447-7658 
info@erisinfo.com * www.erisinfo.com 
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